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PELLA'S EXCLUSIVE NEW VIVID VIEW" SCREEN IS VIRTUALLY 
INVISIBLE, GUARANTEEING A CLEARER VIEW. 


e PELLA'S NEW VIVID VIEW SCREEN* ALLOWS UP TO 50% MORE 
NATURAL LIGHT, AND UP TO THREE TIMES THE AIRFLOW.** 
MAYBE THAT'S WHY CUSTOMERS PREFER THEM 10 TO 1 OVER 


STANDARD FIBERGLASS SCREENS.*** 


e WHAT'S MORE, SINCE PELLA'S NEW VIVID VIEW SCREENS 
ARE ALL BUT INVISIBLE FROM THE STREET, THEY PROVIDE 


CURB APPEAL TO ANY PROJECT. 


e TO REQUEST AN APPOINTMENT FOR A PRODUCT 


PRESENTATION, VISIT PELLA.COM OR CALL 1-866-829-9051. 


VIEWED ТО BE THE BEST: 


*Made with [EET TRANSPARENT SCREEN FABRIC. **Compared to standard fiberglass screens. Circle no. 19 
***Best appearance data from research conducted by Vernon Research Group (2003). 
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WHIRLPOOL 
CHALLENGES DESIGN 
PROFESSIONALS 
WITH UPCOMING 
COMPETITIONS 

Mark R.. Johnson, FAIA, AIBD 


I would like to announce two design 
competitions being sponsored by 
Whirlpool Corporation over the next 
few months. They are open to building 
designers and architects and 
will be held at two national 
conventions: the Southeast 
Building Conference 
(SEBC) in Orlando in July, 
and the Remodeling Show 
in Baltimore in October. 


For each competition, the venue will 
be unique, challenging, and not for the 
faint-of-heart. Design a house during 
two days on the trade show floor at a 
drafting table where show attendees 
watch you work. A wonderful aspect 
to this approach is that the building 
profession (let alone the outside world) 
normally doesn't understand or 
appreciate the design process. These 


ARCHITECTURE * DESIGN 


competitions seek to make 


Outlook 


i— 
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the process transparent while 
enlightening builders and 
remodelers about the distinct 
creative skills that design 
professionals can offer them. 


Our experience last year was 
that show attendees came back 
several times to watch each 
competitors progress, see the completed 


designs and meet the architects and 
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2004 Master Work of Design winner Armen Hogtanian 


building designers one-on-one. Some 
of the home designs were further refined 
and sold following the competition. 


I’ve selected two very different winning 
designs from last year to show you the 
level of design and drawing skill that 
was achieved. As an architect who had 
the privilege of working for AIA Gold 
Medallist, Charles Moore, FAIA, an early 
advocate of the participatory design 


2004 Concept Award winner Susan Berry, AIBD 


process, I think it’s important to share 
your skills outside the “black box.” This 
venue fosters dialogue, understanding and 
insights into what you do so well. 


So if it’s not too threatening, please join 
us in July and October for a rare and 
memorable design experience. Details on 
how to enter are included in the box at the 
lower left. Email me with your comments 
at mark_r_johnson@whirlpool.com. 


Mark R. Johnson, FAIA, AIBD 
Manager, Architectural and Design Marketing 


insideadvantage.com 


© 2005 Whirlpool Corporation. All rights reserved. ® Registered trademark/TM of Whirlpool, U.S.A. 
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KitchenAid brand. TPO! 


In a word, 


insideadvantage.com 


Pertormance. 


*Now I enjoy 
KitchenAid performance 
in my outdoor kitchen." 


Combining legendary performance with sleek good looks, 
KitchenAid brand appliances stir the souls of homeowners who 
are passionate about their outdoor cooking and entertaining. 

Let KitchenAid brand spice up your outdoor kitchen designs. 


800-253-3977. " - 
KitchenAid 
H 
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POWERFUL BRANDS * INNOVATIVE PRODUCTS 
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WE'VE CLEARED 
THE AIR ON VOCs. 
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s. ulation: 


WITH GREENGUARD™ CERTIFICATION, KNAUF WAS THE FIRST TO MEET 
THE TOUGHEST INDOOR AIR STANDARDS IN THE INDUSTRY. 

Relax and take a deep breath. Knauf’s full line of building insulation was the first to earn 
certification from the GREENGUARD Environmental Institute™ This third-party certification 


and monitoring of Knauf Batts, Blankets and Blowing Insulation gives you the assurance that 


Knauf meets the most stringent appropriate indoor air quality standards for volatile organic 
compounds (VOCs), including formaldehyde. 

GREENGUARD’s Certification standards are the most comprehensive in the industry. They 
are based on criteria used by the U.S. EPA, OSHA, the State of Washington, the World Health 
Organization and the U.S. Green Buildings Council's LEED-CI program. So you can breathe 
easy knowing that all Knauf Building Insulation ensures high quality indoor environments 
for you and your customers. For more information contact Knauf Insulation at (800) 825-4434 
ext. 8212 or visit our Web site at www.KnaufUSA.com. 


m KNAUF 


© 2004 Knauf Insulation GmbH. 


“This is my insulation:”® 


One Wood. 
So Many Possibilities. 


Whatever your style, from Contemporary, 
Rustic/Southwest, to Antique Reproduction... 


Whatever your finish, 
from Clear to Cordovan, 
Glazes to Antique Finish... 


German Beech is durable, 
readily available and comes 
from sustainable forests. 

It sands to a high polish, 
finishes beautifully and takes 
a wide range of finishes. 


To find out about German Beech or receive a free 
sample for your next design—contact us today! 


иш | 
az pollmeier 
North American Sales Office, Portland, OR 
Toll Free 866-432-0699 
Outside U.S. 503-452-5800 Fax 503-452-5801 
usa@pollmeier.com • www.pollmeier.com 
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Hanley Wood Salutes the Winners of the 


Jesse H. Neal 
Awards 


Hanley-Wood's leading 
magazines are based on our 
commitment to publish quality 
content that serves the unique 
information needs of construction 
industry professionals. We congratu- 
late our award-winning editors and all 
the winners of the prestigious Jesse H. Neal Awards. 
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Masonry Veneers 
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Upgrade Your Customers to the 
Distinctive Look of Natural Stone. 


* Modular system with random ashlar patterns 
Rich textures and color blends 
Outstanding curb appeal to enhance a home's value 
Durable, full masonry veneer 


Significantly lower in-wall costs than natural stone 


ym А Visit us at 
ШШШ is t www.dufferinstone.com 
Un. s or call 


1-800-899-8455 


to explore the opportunities 
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Introducing the Barrington? Fiberglass Door Collection 


Masonites new Barrington" Fiberglass Door Collection defines а new level of luxury in 
fiberglass entry systems. Barrington distinct raised moulding and new outstanding Mahogany 
wood-grain texture, reminiscent of hand-crafted hardwood doors, impart unbelievable 
warmth and elegance to any home. All Barrington doors are factory-glazed with a stunning, 
proprietary collection of Specialty" decorative glass. By combining dramatic decorative glass 
with impressive raised moulding and detailed wood-grain texture, Masonites Barrington 


Door Collection represents a new dimension of beauty in fiberglass entry systems. 


Masonite. The Beautiful Роот. 
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More Choices in Metal Roofing Systems. 
On-Time Delivery. Why Go Anywhere Else? 


LAST-TIME® from Custom-Bilt Metals offers a selection of metal roofing 
unrivaled in the U.S. More choices in materials, styles, and finishes... and 
a large number of distribution centers to get product to your job site quick- 
ly. Next time make it LAST-TIME®... your first choice in long-lasting, 


energy efficient metal roofing products. 


3! Ultra-Cool™ Standing Seam В Armor Stone Coated Shakes, 
Aluminum Shakes Shingles and Tiles 
Steel Shingles and Shakes її Vail Metal Systems Products 

IE Copper Shingles И Gutter Systems in over 40 colors 


Qo — HELPING MAKE PRODUCTS BETTER™ Z4 


WR KL 


IT'S ALL IN THE NAME. 


800-826-7813 


www.custombiltmetals.com 
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A lap pool marks the transition from built environment to natural realm 
at the York residence, by design/build firm The Construction Zone. 
Photo: Bill Timmerman. Cover photo: Danny Turner. 
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anties, see www.jeld-wen.com/auralast. 62005 JELD-WEN, inc. JELD-WEN, AuratLast and Reliability for real life are trademarks or registered trademarks of JELD-WEN, incu Oregen, USA. 


For more information and complete product \ 


Exterior Premium Pine Door 1863AP 


c= = — JELD-WEN? windows and doors with Auralast™ wood will stay beautiful and worry-free for years. Unlike dip-treated | 
= 
Д r [ Auralast wood is protected to the core to resist decay, water absorption, and termite infestation for 20 years. | 
THE WORRY-FREE WOOD . . . " " 
NS YEAR Protection that works with any design. To learn more about Auralast wood and all our reliable windows and doo: 
= WARRANTY 


1.800.877.9482 ext.1019, or go to www.jeld-wen.com/1019. 


Solid pine AuraLast;" 
the worry-free wood from JELD-WEN, 
is guaranteed to resist decay, 
water absorption and 
termite infestation for 20 years. 


AuraLast" Wood 


A unique vacuum/pressure process provides 
virtually 100 percent penetration of the protective 
ingredients from the surface to the core. 


Dip-Treated Wood 


Dip-treated wood is only protected on the surface. 


Wood Radius Casement Window Exterior Premium Pine Door 1836AP Wood Double-Hung Window 


RELIABILITY for real life JELD WEN. 


WINDOWS & DOORS 
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VisionREZ, by Ameri-CAD, Inc., is a residential specific 
solution, available as a plug in for Autodesk® 
Architectural Desktop™, or as a stand alone product. 
VisionREZ greatly accelerates the creation of 
construction documents by providing residential specific 
uberi enhancement features and productivity processes. 
Autodesk 


Authorized Developer 


For a FREE evaluation copy of VisionREZ, ` | 
Visit: www.visionrez.com or call 888-596-6525 
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When you use the finest woods; glass and metals, 
it's difficult for others to compare. Perhaps that's 
why no one does. Whether building or re-visioning™ 
your client's home, work with the skilled artisans of 
Designer Doors"! to harmonize its exterior with 
picture-perfect, handcrafted architectural accents. 


DESICNER DOORS 


ARCHITECTURAL HARMONY 


GARAGE DOORS | ENTRY DOORS SHUTTERS GATES 


1 | 
ADD HARMONY TO YOUR HOMES. 
DESIGNERDOORS.COM | 800-241-0525 
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> TERMITE-RESISTANT > DIRECT CONTACT WITH CONCRETE 


A Lifetime of > ROT-RESISTANT > Low MAINTENANCE 
x DuraBoard offers the most versatile trim boards in the industry 
=AUTY and DURABILITY 


v 


v 


Customized, heat bent mouldings and headers 


DuraBoard can be routed to give extra attention to 
windows and doorways 


“| have been in the building industry 26 years and have never had this much success 
with one new product. The DuraBoard product has been able to replace all my 
redwood products with greater results and stable pricing. DuraBoard has cut my 
overall costs in half with less labor and scrap after the job is complete." 

Rick Lambes, Vice-President of Prestige Homes, Hudson, Ohio 
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NATIONAL DISTRIBUTION FROM TWO LOCATIONS: 


PLY-TRIM, INC. PLv-TRIM WEST, INC. 

550 N. MERIDIAN ROAD 2920 S. CUSHMAN DRIVE 
YouNGSTOWN, OH 44509 TACOMA, WA 98409 
1-800-PLY-TRIM 1-800-545-4454 
330-799-7876 253-572-7300 

Fax: 330-799-2908 FAX: 253-272-5270 
WWW.PLYTRIM.COM WWW.PLY-TRIMWEST.COM 


DURABOARD gy. 


Lifetime Exterior PVC Trim 
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Introducing the industry's only 
complete Ultra Lounge for the home 


Since 1917 
[Eel] 1800-558-5592 


www.bringperlickhome.com 


Stainless Steel Interiors, Ultra quiet, Ultra efficient, Full extension adjustable shelving, Full extension drawers, Stainless or wood finish, Reversable doors 
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from the editor 


checks and balances and checks 


is the ultimate reward in building what you design? 


by s. claire conroy 


M J hen we had the 

\ / brilliant idea to 

do an issue on 

design/build firms, we 
thought we'd given our- 
selves an easy summer 
assignment. We'd already 
planned a cover story on 
multi-talented Marmol 
Radziner and Associates, 
so picking a few other like- 
minded firms for our design 
portfolio seemed like a no- 
brainer. Certainly, other res- 
idential firms excel in both 
design and construction. 
Turns out, these Jacks and 
Janes of all trades are few 
and far between. Sure, plenty 
of companies promote 
themselves as design/build, 
but they should really call 
themselves build/design 
because that's where their 
priorities lie. This isn't 
necessarily a bad thing for 
clients who want a pleasant 
design and a one-stop-shop- 
ping process for delivering 
it. But we were on the hunt 
for companies whose houses 
stand up to the best that the 
design-only firms produce. 
Our ace reporters eventually 
located a few stellar ones, 
but they were surprised at 
the effort it took. 

Our cover partners spent 
some time looking for their 
mirror image too, hoping 
they could share wisdom 


r^ 


with other large architect- 
led design/build companies. 
Like some Transylvanians 
we know of, they saw no 
reflection in the mirror. Our 
associate editor Shelley 
Hutchins had better luck 
and uncovered a team in 
Arizona they might want 
take to lunch: The Con- 
struction Zone. We were all 
skeptical that a company 
with such a hard-edged 
name could also draw beau- 
tiful houses, but they do. 
Our other featured firms do 
lovely work as well. But all 
the companies we profiled 
are inventing themselves 
with only their instinct and 
passion to guide them. 
Passion here is key. 
Because, for all our com- 
plaints about contractors, 
we understand what they do 
takes nerves of steel — and 
the house in their spouse's 
name. Anyone who has 
worked in the residential 
construction profession for 
any length of time knows 
a builder who has gone 
belly-up because he under- 
estimated a job, got in over 
his head, made a tragic mis- 
take. And even if he does 95 
percent of the job right, his 
customers will remember the 
5 percent that went wrong. 
If he messes up the equation 
enough times, he's out of 
work or worse. You've got to 


love the business to stay in it. 
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There's lots of risk but 
done well there's plenty of 
reward in construction. 
Many builders make more 
money than architects. They 
sell something clients have 
an easier time understand- 
ing. Their efforts result in 
something tangible. Our 
design/build firms enjoy 
earning the full financial 
benefits of their designs by 
assembling them, stick by 
stick. They also love the 
control, start to finish, that 
they have over the entire 
process. There's no one say- 
ing it can't be done. There's 
no one misunderstanding 
the drawing and hacking the 
way to a solution. There's no 
one slicing the heart out of a 
design to balance the budget 
or pocket the profit. Ideally. 

Design architects worry 


Mark Robert Halper 


about removing the checks 
and balances of the architect- 
builder-client triangle in 
favor of more padding in the 
checkbook. If the motivation 
to build is simply more rev- 
enue flowing through the 
company, perhaps it's a con- 
cern worth pondering. АП of 
our profiled firms came at 
design/build through hands- 
on experience in construc- 
tion. Quite simply, they love 
putting beautiful things 
together beautifully well— 
and reaping all the rewards 
the effort entails. 


Comments? Call: 202.736. 
3312; write: S. Claire 
Conroy, residential architect, 
One Thomas Circle, N.W., 
Suite 600, Washington, D.C. 
20005; or e-mail: 
cconroy € hanleywood.com. 


www.residentialarchitect.com 
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We can hardly blame them. After all, there is an air of superiority surrounding MonierLifetile roofs. Maybe it's because we offer the most 
complete selection of concrete roof tiles available, in colors and styles that complement and enhance virtually any architectural design. 
And of course there is tile's unmatched durability, which is why all MonierLifetile products are Class A fire-rated and come standard with 
a Non-Prorated, Fully Transferable Limited Lifetime Warranty. So why not give your next roof a little snob appeal. Whether you're 
building a new home or reroofing your existing residence, MonierLifetile has a product sure to meet your needs. For more information, 


call 1-800-571-TILE (8453) ext. 231, or visit us at www.monierlifetile.com. 


№ MonierLifetile 


1-800-571-TILE (8453) ext. 231 | 
Changing the way people think about roofs. 


www.monierlifetile.com 
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“1 SAID, 

‘PROVE TO ME THAT 
OUR PRODUCT WORKS: 
ANEBOARD SHOWED ME 

SIX YEARS OF 

BEAUTIFUL PROOF." 


DOYLE CUSTOM HOMES, INC. 


| DAIMON DOYLE ] 
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Triple 6 Double 7 
e “Ask anybody. Today's homebuyer is one tough customer! The siding | offer has to look ‘just like real wood’ or they won't 
| go for it. And, of course, they expect it to keep looking great forever – with zero work on their part. If there's a problem 
\ M down the road, l'll get the call. CraneBoard's look impressed me right off the bat. It actually looks like real cedar siding - 
ir. even up close - with the wide planks my customers go for. But what about performance? I’m in the Pacific Northwest and if 
Y 


mold or mildew is going to be a headache anywhere, this is the place. So, here's what sold me. Nobody else could come up with 


CraneBoard's numbers. Six years worth of proof. More than 100,000 homes in the field Nothing else is Solid Core: Nothing else is CraneBoard: 


with no mold and no mildew. Independently verified. Still looking new with no 


maintenance. And the life-of-the-home guarantee didn't hurt either. CraneBoard is CRANE BOA 2 DI 
=з PERFORMANCE SIDING 


a no-brainer. | can trust it not to make my phone ring when | don't want it to.” SOLID CORE SYSTEM 
@ A CranePlartl Company 


© 2005 Crane Performance Siding Made in America | Call 1-800 - 366 - 8472 or visit us at www.cranesiding.com 
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goes far beyond 


the can. 
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For complete project support, 
call 1-800-US-STAIN, ext. 347 or 


www.cabotarchitect.co 
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letters 


exercise your right to write. 


the real world 
disagree with your 
premise that “because 
of those antitrust laws 

we can’t just pick a 

price for all architects to 
follow and stick to it” 
(“The Charge Brigade,” 
August 2004, page 13) and 
suggest residential real 
estate commissions as a 
pricing model. 

A real estate commission 
is, in most U.S. markets, 
generally accepted to be 
6 percent of the sale price 
of a property. Why is this 
fee so widely accepted? It 
is very arguable that a real 
estate agent provides the 
same value for this fee 
that an architect would. In 
terms of billable hours and 
expenses (to be generous), 
the fee per hour frequently 
approaches that received 
by class action attorneys. 
Why are all brokerage firms 
within a given area able to 
charge the same fee without 
being subject to antitrust 
action? Why do most bro- 
kerages within the industry 
charge the same fee without 
charges of collusion? 

Perhaps the architecture 
profession should look to 
real estate brokerage as its 
potential pricing model. If 
the AIA lacks the influence 
in Washington and in the 
public perception to gain 
national acceptance of a 
universal fee, perhaps it 
could engage the National 
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Association of Realtors to 
lobby on its behalf. 


Peter M. Rockwell 
Bloomfield, Mich. 


he setting of fees is 

not a simple matter 

of percentages alone. 

I have found that 

there are three ways 
to charge for architectural 
services: 

1. A percentage, but that 
will vary based on the com- 
plexity of the project, the 
amount of detailing, the 
design of extensive built- 
ins, etc. In addition, I have 
found that the setting of a 
fixed fee from preliminary 
drawings to completion of 
the project poses a risk 
for the architect during the 
construction phase. I am 
perfectly willing to work on 
a percentage basis up to the 
completion of the working 
drawings and specifications 
because that is my own 
work and time, but I am not 
willing to be bound into a 
fixed percentage fee during 
construction when I have no 
control over the work sched- 
ule of the builder, which can 
be inefficient and can drag 
out the construction time 
beyond my control. During 
the construction phase, I 
charge on a per diem per 
visit to the site and an hourly 
rate for other related work. 
Since being badly stung in 
a project that was poorly 


managed by the builder so 
that it went nearly a year 
longer than necessary, I 
never set a percentage fee 
for the entire scope of 
work. 

2. A straight hourly 
fee for the entire project. 
Granted this requires trust 
on the part of the architect 
and owner. This is a fee 
arrangement suited to large- 
scale residences. I find that 
that owners often do not 
feel they should pay (in a 
percentage fee arrange- 
ment) that percentage dif- 
ference if a more expensive 
material is chosen rather 
than one less costly. The 
question asked: “If we want 
a ceramic tile for $20 per 
square foot, why should 
we pay a percentage of 
the difference between $20 
and $5?" I am happy to 
work on this basis because 
I am being compensated 
for my time. 

3. A negotiated lump 
sum for the work through 
working drawings and speci- 
fications and a per diem 
and hourly rate during con- 
struction. I find that owners 
of modest means prefer this 
arrangement. They know 
what to expect, with the 
understanding that request- 
ed substantial changes are 
to be paid in addition. The 
architect may not earn as 
much this way, but for 
people who want a house 
for $350,000 or $400,000, 


even a 10 percent fee for 
the drawings and specifica- 
tions represents too much 
for them. If the owners are 
good clients and receptive 
to good design it may be 
worthwhile for the architect 
to work this way. Damn few 
of us are going to get rich in 
this profession anyway. 


Donald Mallow, architect 
Leonia, N.J. 


eal estate brokers get a 
6 percent commission 
when they sell a 
house. Average home 
sale today: $200,000. 
Commission: $12,000, no 
liability. The average archi- 
tect fee is 3 percent, which 
equals $6,000. The real 
estate agent walks away at 
closing, but the architect is 
professionally responsible 
in some states for 20 years. 

The average home 
inspection fee is $350, 
which equates to $175 per 
hour, with near zero liability. 
If it was a poor inspection, 
the architect is called in. But 
the buyer doesn’t want to 
pay a consultation fee. 

Why are architects afraid 
to charge for their time? A 
car dealer charges you for a 
diagnostic checkup. Archi- 
tects are professionals no 
different from lawyers, 
accountants, and doctors. 


Robert Kiejdan, architect 
Northfield, N.J. 
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You can already tell exactly what kind of house it's going to be. 


©2005 Marvin Windows 


The right windows and doors help bring your 
plans to life beautifully. Specify Marvin, and 
you re assured of complete design flexibility 
and better-performing windows and doors 
with superior aesthetics. That includes 

furniture-grade interiors, consistent sight 

lines and the tightest tolerances possible — 
along with countless design options, from 


cladding profiles to hardware choices. 


Call 1-800-236-9690 or visit marvin.com 


MARVIN% 


Windows and Doors 
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news from the leading edge of residential design 


the mayne event 


Los Angeles architect Thom Mayne, winner of this year's Pritzker Prize, has The 8,000-square-foot Crawford Да 


comprises a series of discrete forms th 


built his reputation on large-scale public and institutional buildings with striking, allov landscape fo slip'in and out « 
the building: The Caltrans:District 7 

Р TP ; CRM building.(below) has'an ever-changing, 

exuberant forms. One of his recent Southern California landmarks is the SS Pe cs RM Ur s 27 eS Bo ШАГ Еа 


hat responds to: sunlight. 


Caltrans District 7 building, headquarters of the California Department 
of Transportation. It has cantilevered upper floors and an illusive skin 
that changes in response to outside conditions, turning nearly transpar- 
ent at dusk. Mayne, who founded his firm Morphosis in 1972, has done 
only a handful of houses. But he says they still repre- 


sent one of the most valuable project types in their 


freedom to explore and invent. “I want to do houses, 


Roland Halbe 


but I haven’t had a house request in 10 years,” he says. “People perceive you as doing one thing.” 
Pritzker juror Karen Stein, editorial director of Phaidon Press in New York, commented that the 61-year-old 
Mayne “sees architecture as a contact sport—a group activity that pushes physical limits,” and that his work has 


“consistently explored and expressed architecture as a risk-taking, visceral experience.” He has approached houses 


with that same iconoclastic attitude. His first large-scale residence, the Crawford house (1990), has no single focal 


point and no obvious front and back. Mayne says he’s interested not in an architectural style or status but in 


Mark Hanauer 


rethinking how to literally live in the land. “I’m really interested in the relationship of architecture and biology, which challenges the 
separation of building and land,” he says. 

Mayne, the first American to win the prize in 14 years, has also spent the past three decades as a theorist, author, and teacher. 
A tenured professor at UCLA, he helped found the progressive Southern California Institute of Architecture (SCI-Arc) before 
going on to receive a master of architecture degree from Harvard in 1978. At a ceremony last month at Chicago’s Millennium Park, 


Mayne received a $100,000 grant and a bronze medallion.—cheryl weber 
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Photos: Kim Zwarts 


At the 4,800-square-foot Blades residence 
(1995), elliptical walls extend from the house 
to define the outdoor rooms. An elliptical 
garden dominates the site. 
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mighty minis 

¥ he first-ever Green Doll- 
™ = house Competition pro- 

| duced pint-sized winners, 
Û but it packed an extra- 
large ambition: to educate the 
public about green building. 
A group of organizations led 
by Sustainable San Mateo 
(Calif.) County ran the pro- 
gram, which challenged architects to 
design green, user-friendly dollhouses. 
Merit award-winning firm Hermannsson 
Architects of Redwood City, Calif., gave its 
tiny Tudor (shown) straw bale walls, a SIPs 
floor, and a standing-seam recycled metal 
roof. Among other winners were teams 
from Murdock Young Architects and Laura 


Schwartz & 
Associates, 
New York City; 
Andrea Traber 
Architecture + 
Sustainability, 
Berkeley, Calif.; 
and Anderson 
Brule Archi- 
tects, San Jose, 
Calif. Judges 
included Berkeley's David Arkin, AIA, and 
San Francisco landscape designer Topher 
Delany. An exhibit showcasing the winners 
will run from Sept. 24 through Dec. 3 at 
the Coyote Point Museum in San Mateo 
and will travel to other U.S. cities in 2006. 
For more information, visit www.greendoll 
house.org. —meghan drueding 


Emily Hagopian/Essential Images 


deep green 


I J riters Alex 
f Wilson and 
^ Mark Piepkorn 
have put together the most 
accessible, up-to-date 
residential green building 
guide on the market. Green 
Building Products, The 
GreenSpec Guide to Resi- 
dential Building Materials 
offers green product 
options that run the entire 
construction gamut— from 


GREEN 
BUILDING 
PRODUCTS 


The GreenSpec* Guide to 
Residential Building Materials 


Edited by Alex Wilson and Mark Piepkorn 
FOREWORD BY SARAH SUSANKA 


erosion control blankets 
to low-solvent waterproof- 
ing for foundations to 
reclaimed framing timbers 
and soy-based insulation. 
*We've put our criteria 
for selecting the products in 
the front of the book,” says 
author Alex Wilson, presi- 
dent of BuildingGreen, a 
publisher in Brattleboro, 
Vermont. “We try to be 
very public with why we 
choose the ones we do. And 
we solicit input such as 
how they work and whether 
there are some we missed.” 
Some products have 
"green" value because they 
protect the health of workers. 
For example, low-VOC 
concrete form release allows 
forms to be removed cleanly 
and non-toxically from foun- 
dations. “A product like that 
means healthier employees,” 


he explains. “They don’t go 
home with a headache, and 
they come back to work the 
next day.” 

What are the most 
promising new products? 
“Porous paving products 
have come a long way,” 
says Wilson. “Recycled 
rubber ‘slate’ roofing is 
gaining popularity, and 
there’s a new, pressure- 
treated wood product 
called TimberSIL 
(www.timbersil.com). It’s 
made with sodium silicate, 
which is not a pesticide 
like other preservatives and 
could replace pesticide- 
treated wood entirely in a 
few years.” 

Order Green Building 
Products for $34.95 at 
www.BuildingGreen.com/ 
ecommerce/gbp.cfm. 

— matthew power 
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on the boards / blue moon 


here's an interesting infill phenome- 
non going on at the edge of downtown 
Tucson, Ariz., and an interesting new 
firm is behind it. 

The firm is Dreamspace, a collaboration 
of Раве Керр, president of Керр Design + 
Construction in Tucson; Luis Ibarra and 
Teresa Rosano, husband-and-wife principals 
of Ibarra Rosano Design Architects, also in 
Tucson; and Tucson investors Jerry and 
Desi Winter. The neighborhood is Barrio 
Blue Moon, and it's not far from the Uni- 
versity of Arizona School of Architecture, 
where Repp, Ibarra, and Rosano all studied. 

"Page was already building his own 
house in Barrio Blue Moon, as well as some 
other houses in the neighborhood when, 
about a year and a half ago, he and Luis and 
I started talking about combining our efforts to do more 
projects in the neighborhood. As much fun as our custom 
projects are, we all wanted to be able to make good design 
available to more people,” explains Rosano. “At the same 
time, the three of us were working on a remodel for Jerry 
and Debbi Winter's house. As we told them about our 
plans, they became very excited about it. Of the five of us, 
they're the largest financial investors." 

Dreamspace's first completed project is a duplex called 
the Slice, so named because the back-to-back homes have 
been built on a 40-by-155-foot slice of land. Each of the 
1,740-square-foot, two-story units, which share a masonry 
wall, includes three bedrooms, 2 1/2 baths, and plenty of 
wide-open living space. 

That narrow lot did more than just give the paired homes 
а catchy name; it dictated almost all of the major design 
decisions. “The design for this project was based on set- 
backs and the city's zoning requirements,” says Керр. “It’s 
exactly as tall as it can be and exactly as wide as it can be.” 

The firm had a little more room to work with for its 
second Barrio Blue Moon project, the Double, which is 
now on the boards. Their identical plans are geared to 


families with children and include true master suites rather 
than the more equitable bedroom arrangement of the Slice. 


With their wall-dominant outlook and clean, simple 
lines, Rosano thinks both the Slice and the Double mix 
well with their adobe neighbors. “Obviously, the shape of 
the Slice is different, but the massing and the plaster is 
actually not,” she says. “It relates to some of the adobe 
structures, which have tall, fairly blank, plastered walls 
close to the street.” —kathleen stanley 
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Straightforward 
building materials 
are a hallmark 

of Dreamspace’s 
work. Integra 
masonry block walls 
were skimmed with 
stucco on the Slice 
(above), but will be 
left exposed on the 
Double (below). 
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calendar 


recycled tire design competition 
entry deadline: june 24 
submission deadline: july 5 


Entrants are invited to turn California's old tires into 
building products, to be judged at the California State 
Fair in Sacramento. Prototypes and corresponding 
drawings, renderings, or comps, plus descriptions, 
must be included in submissions. Categories include 
Best New Household Product and Best New Residen- 
tial Building Product. Call 916.925.5080 or go to 
www.itsgoodforcalifornia.com to get entry forms. 


brick in architecture awards 
deadline: july 15 


Licensed architects should submit designs 
dominated by brick in residential single- 

=| family, multifamily, commercial, institutional, 
Alan Karchmer and special feature categories. Winners will 
be published nationally. Shown: 2004 winner New Student 
Housing Complex at St. Mary’s College of Maryland by 
Muse Architects. For entry forms go to www.gobrick.com. 


unbuilt architecture 
deadline: july 19 


Purely theoretical and unbuilt 
client-sponsored projects of 
any type are accepted from 
any architect, architectural educator, or student any- 
where around the globe; cash prizes awarded. Shown: 
2004 winner 2.5D Tower in New York by Skidmore, 
Owings & Merrill. For more information, call 
617.951.1433 or visit www.architects.org. 


Courtesy SOM 


taking place: photographs 
from the prentice and paul 
sack collection 

june 2-september 6 

san francisco museum of modern art 


This extensive private anthology comprises 
architectural photography from 1840 through 
1975. Sack chose individual photographs that 
articulate a distinct sense of place and that collectively 
convey how people have shaped the built environment. 
Photographs by Margaret Bourke-White, Walker 
Evans, and Wright Morris (whose 1947 Untitled is 
shown), and more will be displayed. For details, call 
415.357.4000 or check out www.sfmoma.org. 


Wright Morris 
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architectural visions: 

utopia and reality 

june 4—september 4 

cranbrook art museum, bloomfield hills, mich. 


This survey of architecture covers the 18th 
century to the present but emphasizes 
contemporary works. Eliel Saarinen, Hugh 
Ferris, Maija Grotell, Frank Gehry, and others are 
included through drawings, renderings, and painting 
and sculpture, including the 2003 Cloud by Ifigo 
Manglano-Ovalle shown. Call 877.GO.CRANBROOK or 
go to www.cranbrook.edu/art/museum for more details. 


Max Protetch Gallery 


commencement 2003—2004 
june 9—-august 11 
harvard design school 


Works by recent graduates in architecture, landscape 
architecture, city and regional planning, and urban 
design are showcased. For hours call 617.495.4731 or 
check out www.gsd.harvard.edu/events. 


bellevue arts | 
museum opening 
june 18 

bellevue, wash. 


Physical and philosophical renovations to the Bellevue 
Arts Museum can be explored when the building 
reopens with a new focus on craft and design. Open- 
ing exhibitions highlight 20th-century teapot designs, 
the domestic designs of iron forger Albert Paley, and 
works from the Pilchuck Glass School. For informa- 
tion call 425.519.0770 or visit www.bellevueart.org. 


Courtesy BAN 


ecobuild america 
june 20—23 
orlando, fla. 


Ecobuild America offers classes and exhibits on new 
innovations in sustainable design, growth and planning 
practices, products, and materials. To register call 
800.996.3863 or go to www.ecobuildamerica.com. 


continuing exhibits 
Heather Allen: Architectural Textiles, through July 29, 
The Octagon, Washington, D.C., 202.638.3221; Petra: 
Lost City of Stone, through Aug. 15, Calvin College, 
Grand Rapids, Mich., 800.PETRAOS. 

—shelley d. hutchins 
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.olbe Windows & Doors in one word- C US TOM. Custom-crafted to fit your every need. = WINDOWS & DOORS x 


or more information visit www.kolbe-kolbe.com or call 715.842.5666. See the Difference Quality Makes 
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But then that's 


the whole point. 


He likes the Bermuda Triangle in the off-season. Time to himself. Room to breathe. Your clients want their homes to reflect wF 
they are. Andersen? windows offer the shapes, sizes, styles and custom capabilities to make it happen. With custom grille 


ecorative art glass, a variety of hardware options and more, you can design what your clients envision. Which is the 
‘hole point. Visit andersenwindows.com/designers LONG LIVE THE HOME Andersen NW. 


WINDOWS*DOORS 
Circle no. 6 


Kk +b 


kitchen: 


Three young architects with a passion for 
craftsmanship launched their new design/ 
build firm and this 6,000-square-foot interiors 
project nearly simultaneously. *Most of these 
modern designs require learning as you go 
when building them, anyway,” says principal 
Vincent Petrarca, Associate AIA. “We knew 
we could build our designs as well as a more 
experienced contractor because 
it’s all new with each house, and 
we see the whole picture and can 
anticipate how things need to 

be exactly.” 

The soaring story-and-a-half 
kitchen condenses functions so 
the room can remain open to 
outdoor views. Geared to a 
serious cook, the work zone 
circulates around a large double- 
sided island, containing a cook- 
top and stainless steel surround, 
and a concrete eating bar. Across 
from the cooktop is a concrete 
prep counter with integrated 
trivet and butcher block. Clear 
maple cabinets with custom 
designed drawers support the 
hefty countertops. Reveals and 
toekicks, however, create the illusion that 


"There's a big flat plane to cook and a similar plane 
to talk around,” says Petrarca of the relationship 


the slabs hover independently in space. between the dining table and island. The maple 
Opposite the workstation, a dining tabletop is the same thickness as concrete and 

table of thick maple planks cantilevers stainless slabs topping the island, making it too 

from the wall just beneath the gas fire- heavy for a true cantilever. Instead, a thin steel leg, 


pushed back toward the wall, heightens the contrast 
between the heavy material and its floating edge. 


place. Honed concrete panels dress up the 
Photos: JWest Productions manufactured firebox and echo a concrete 


An oversized range hood dangles half-wall that shields the kitchen island 
15 feet down from the ceiling to from view. “The same materials were used 
just above the cooktop. "The in both spaces,” says Petrarca, “but we 


island and dining table are low 
and horizontal," says Petrarca, 
"so this gave us a way to fill the : . 
space and distinguish the zones.” project continued on page 36 


put them together differently to signify 
distinct functions." 
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Vincent Petrarca and Charles Holden, Tonic 
Design/Tonic Construction, Raleigh, N.C. 


cabinetmaker: Hardwood Designs, 
Raleigh 

concrete and range hood fabricator: 
Cheng Design, Berkeley, Calif. 

exterior architecture: Frank Harmon 
Architect, Raleigh. 


resources: dishwasher: Miele; hardware: 
D-Line; plumbing fixtures: Dornbracht, 


Elkay, Grohe; oven: Gaggenau; refrigerator: 


Sub-Zero; towel warmers: Myson. 
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k+b studio 


bath: 
asia calling 


Out the kitchen doors and across the courtyard, 
a quiet master suite is the antithesis of the 
kitchen's constant buzz. The client travels exten- 
sively on business and asked that the master 
bath replicate the peaceful escape of high-end 
hotels — specifically Tokyo's Park Hyatt. A grid 
encapsulates the room in soothing symmetry. 
Pale ceramic tiles span the floor and climb the 
walls. On one wall, the grid manifests as storage 
cubes with center squares left open for an artful 
display of eye-catching toiletries. 

Acid-etched glass tops the twin vanities, 
which face opposite directions —a marriage 
peacekeeper, jokes Petrarca. Concrete-capped 
end walls extend above counter height to hide 
quotidian clutter. A taller version screens the 


shower stall. The open shower faces a bathtub surrounded by heated 
concrete that makes a cozy platform for shaving or just lounging under 
the spray. Climbing the steps to the shared shower-tub area, bathers shed 
the stresses of the day.—shelley d. hutchins 


The homeowner's 
previous job 
running the 

Asian outpost of 
Herman Miller 
gave him access 
to the furniture 
maker's famed 
veneers, which 
Petrarca used to 
line the powder 
room. A wall of 
glass block hints 
at the bamboo 
beyond and fills 
the room with dis- 
creet natural light. 


Concrete pieces 
around the bath- 
tub and on top of 
partition walls are 
custom-colored 
to match the tile. 
Skillfully com- 
posed inserts 
and cutouts add 
interest without 
disturbing the 
room's serenity. 
Maple cabinetry 
completes a 
monochromatic, 
tranquil palette. 
Tub-to-ceiling 
glazing gives 
soakers ample 
gazing options. 
Fast-growing 
bamboo wraps 
the corner for a 
"feeling of floating 
in the trees" when 
looking out the 
windows. 
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Add a touch of elegance 
to your guest rooms 
with the new 
Lockwood" Bath Collection. 


Distinguish your properties from your competitors with our 
exciting new bath collection, which reinterprets the popular teapot 
design with a rustic twist, especially in Delta's new Aged Pewter 
finish. Choose from a full suite of products, including a raincan 
showerhead with optional gooseneck shower arm for an enhanced 
shower experience. Complete the look with matching accessories 


and lighting. Also available in Chrome and Brilliance" Stainless. 


Trade news. Trade knowledge. Get the latest online trade news 
and information delivered right to your desktop. Sign up for 
NewSplash today by visiting www.deltafaucet.com/tradenews. 
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perspective 


safe and sound 


creating secure and vibrant 
communities from the outside in 


by ian colquhoun 


л; rime, fear of crime, 
А and antisocial behav- 
‘ee’ ior can have a signif- 
icant effect on quality of 
life. All three are key 
driving forces that deter- 
mine where people wish to 
live, work, and send their 
children to school. They 

. can have a major impact on 
the social, economic, and 
physical viability of a 
neighborhood. Architects 
and developers often fear 
that an overemphasis of 
these issues can lead to a 
fortress-like environment, 
but this does not need to 
be the case. 


international 
efforts 

During the last 50 years, 
the development of crime 
prevention through envi- 
ronmental design (CPTED) 
in the United States has 
had international signifi- 
cance. It began with Jane 
Jacobs and Oscar Newman 
laying down the principles 
of defensible space, which 
have since been universally 
accepted, and continued 
with the work of C. Ray 
Jeffrey in the 1970s. 
Christopher Alexander's 
book A Pattern Language 
(1977) formed the basis 

of the Dutch Policemarque 
Secured Housing design 
guidance. Since its intro- 


duction in 1997, the guid- 
ance has proved successful 
in reducing burglaries and 
other domestic crime. It 
saved Dutch society some 
2 billion euros ($2.6 billion) 
in its first three years. 
Alexander's book does 
not itself focus on crime, 
but it contains design 
elements that could have 
crime preventive and fear- 
reducing effects. Of the 
253 “Patterns,” 55 were 
molded into the Dutch 
scheme, which applies to 
urban planning, public 


spaces, and housing layout. 


'The Dutch scheme has a 
British equivalent, Secured 
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lan Colquhoun 


With parking relegated to the basement of each unit, residents of De 
Paerel have adopted and personalized the territory in front of their 
houses. The project in Hoorn, The Netherlands, was designed by 
Inbo Architecten B.N.A and developed by Scholtens Projecten B.V. 


by Design, which is a much 
more limited program. It 
contains only a small 
number of environmental 
design recommendations, 
many of which also demon- 
strate close parallels to 
Alexander's patterns. For 
example, it suggests design- 
ing a variety of housing 
types into a community, 
much like A Pattern 
Language's Pattern #35, 
Household Mix. 

The Dutch program also 
requires the provision of 
facilities for teenagers and 
children. It recognizes that 


young people rank high in 
the public's perception of 
the causes of crime. The 
American expert Al Zelinka 
writes: "The bottom line 
on public safety must be 
focused on youth. ... if we 
do not give youth an 
alternative to destructive, 
or counter productive, 
behavior, who has failed 
whom?" The key is to get 
young people involved and 
allow them ownership of 
what they come up with. 
After-school clubs, local 
cafes, meeting places, youth 
continued on page 40 
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shelters, playgrounds suited 
to the various age groups, 
etc., are frequently at the 
top of their list. 

In addition to CPTED, 
the influence of New 
Urbanism and smart growth 
in Britain is becoming 
increasingly significant. 
Prince Charles's new 
village at Poundbury in 
Dorchester was inspired 
by his visit to Seaside in 
Florida. Poundbury's con- 
cept is that of a walkable 
neighborhood with mainly 
row housing producing а 
higher density than tradi- 
tional layouts of single and 
duplex housing. The larger 
number of houses facing 
the street affords more 
natural surveillance, but the 
use of row housing means 
car parking is placed in 
courts at the rear. These can 
be vulnerable to burglary, but 
at Poundbury the danger is 
lessened by locating a small 
number of houses within the 
court to ensure they overlook 
the parking. 


new solutions 
Design alone will not solve 
problems of crime. What 

is needed is the creation 

of "balanced communities" 
in age profile, income, and 
tenure, with an appropriate 
range of local facilities such 
as schools, shops, and 
meeting places. 


"design alone will not solve problems 
of crime. what is needed is the 


creation of ‘balanced communities.” 


Greg Saville from the 
University of New Haven 
in Connecticut and Gerry 
Cleveland from the Civitas 
Corp. in Perth, Australia, 
sum this up in their concept 
of “2nd Generation 
CPTED;" a new form of 
"ecological sustainable 
development" based on 
traditional CPTED design 
principles but with resident 
participation and shared 
responsibility for manage- 
ment and maintenance. 
They advocate small, 
site-specific, human scale 
neighborhoods located 
close to work, with their 
own schools, meeting 
places, and facilities for 
young people. 

Two London schemes 
illustrate this in relation- 
ship to city living. Cromer 
Street at King's Cross has 
combined the physical 
regeneration of 1960s 
high-rise public housing 
and 19th-century railway 
tenement housing with the 
social development of a 
multi-ethnic community. 
This included the establish- 
ment of a community trust 
to ensure the sustainability 
of social and economic 
initiatives developed along- 
side the physical improve- 
ments. The regeneration, 
completed in 2002, used 
many physical means to 
increase safety. The open 
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Provincial Pictures 


At Poundbury in Dorchester, England, most houses front onto 
the street for maximum natural surveillance; a smaller number of 
houses within the court overlook the parking, for additional security. 


space around the blocks 

of flats was divided into 
semi-private areas that were 
enclosed with railings and 
gates. Residents park their 
cars in these areas and all 
have signed a management 
agreement that ensures they 
keep the gates locked at 
night. The three urban 
squares in the neighborhood 
were converted into parks 
with play and leisure facili- 
ties. These are also locked 
at night. Crime has been 
reduced considerably, and a 
strong sense of community 
has been created. 

The second scheme, 
Beddington Zero Energy 
Housing, completed in 
2003, comprises 82 mixed- 
tenure/income dwellings. 
There were no special 
CPTED considerations in 
its layout design, which 
was based on low-energy 
principles, i.e., rows of 
south-facing housing. 
Nevertheless, there are 
few problems of security 
because, through sharing a 
common interest, a commu- 
nity has been formed that is 
capable of tackling such 
issues as they arise. 
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Creating safe and 
sustainable communities 
in these ways is now 
embodied in the proposals 
for the new residential areas 
planned in the South East 
of England to meet the 
needs of economic expan- 
sion. New housing will be 
supported by government 
funding for land acquisition 
and infrastructure, but 
development will predomi- 
nately be private housing 
for sale with a small pro- 
portion of social housing 
(affordable housing, in 
American terms) for rent. 
This is the first real oppor- 
tunity Britain has had for 
many years to demonstrate 
new planning and design 
concepts, but only time 
will tell how successful 
the approach will be. 


Professor Ian Colquhoun 

is an architect and town 
planner in Britain. He 

has written five books on 
residential design and urban 
regeneration. His latest is 
Design Out Crime: Creating 
Safe and Sustainable 
Communities (Elsevier/ 
Architectural Press, 2004.) 
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peripheral vision 


architects look beyond the artificial boundaries of disciplinary divides. 


by cheryl weber 


uccessful residential 

architecture often 

involves meticulous, 
almost obsessive attention 
to every aspect of a house. 
The ideal commission 
comes with a substantial 
budget that allows architects 
to package the total con- 
cept, from a house’s layout 
and proportions to the 
pattern on the curtains and 
the shape of a chair leg. 
For many architects, even 
that is not enough. In the 
last decade, big-name archi- 
tects have broadened their 
artistic reach—and their 
revenue stream—by mixing 
markets; middle-class con- 
sumers now happily buy 
bathtubs designed by 
Philippe Starck and dust- 
pans by Michael Graves. 
But architecture can also 
influence seemingly unrelat- 
ed areas of design, and vice 
versa. An increasing number 
of architects, it seems, are 
getting paid to design Web 
sites and product packaging 
and to invent brand identi- 
ties. Some are making 
narrative films about their 
ideas; others are putting 
their architecture to music. 
For a growing subset 
of architects, the office 
has become quite a versa- 
tile place, an atelier of 
modern technology and 
creative culture. 
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On the one hand, 
this freewheeling design 
sensibility is most prevalent 
among graduates of pro- 
gressive art and architecture 
schools such as the Pratt 
Institute, Columbia Universi- 
ty, and the Southern Califor- 
nia Institute of Architecture 
(SCI-Arc). Los Angeles 
architect Liz Martin, a 
1992 SCI-Arc grad and the 


founder of Alloy Design 
and Technology, notes that 
in preparation for large- 
scale design competitions, 
Rem Koolhaas sometimes 
hires an extra 50 people 
from disparate design back- 
grounds for a brainstorming 
session, and that Thom 
Mayne, a SCI-Arc founder, 
also works that way. Recently, 
however, cultural theorists 


Jo Tyler 


such as Richard Florida (The 
Rise of the Creative Class) 
and Daniel Pink (Free Agent 
Nation) have weighed in on 
the grassroots nature of this 
phenomenon. In his newest 
book, A Whole New Mind 
(Riverhead Books, 2005), 
Pink says cross-disciplinary 
design is part of a growing 
cultural shift in the way we 
continued on page 44 
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think and work, and he 
predicts that the ability to 
master that kind of creative 
synergy will mean the dif- 
ference between who gets 
ahead and who falls behind. 

"Design is a high-con- 
cept aptitude that is difficult 
to outsource or automate — 
and that increasingly confers 
a competitive advantage in 
business;" he writes. By 
high concept, he means 
"the capacity to detect pat- 
terns and opportunities, to 
create artistic and emotional 
beauty, to craft a satisfying 
narrative, and to combine 
seemingly unrelated ideas 
into something new." 


mixed media 
Whether or not it's the 
wave of the future, archi- 
tects with melting-pot 
practices say it enriches 
their professional lives. For 
Craig Bachellier, it's also a 
handy way to broaden his 
client base while he works 
toward an architecture 
license. Bachellier started 
his Manhattan firm Assem- 
blages in 1998, a year after 
earning an architecture 
degree from Pratt. Trained 
as a classical cellist from 
age 3, he studied film and 
photography at Pratt, and 
along the way picked up 
Internet code programming. 
After setting up shop with 
three partners—an architect, 
a graphic designer, and 
another architect-in-train- 
ing—an eclectic mix 

of projects began rolling in. 
Commissions from com- 
mercial clients often segued 
into requests for business 
branding, Web design, and 
residential work. 


A serendipitous contact 
kicked off the business 
model by which the firm 
operates. While designing a 
house addition in Vermont, 
Bachellier was asked to 
create a Web site for the 
client's sister-in-law, Kerry 
Kennedy. Kennedy wanted 
a Web site to help publicize 
her book Speak Truth to 
Power, which tells the 
stories of 50 human rights 
defenders. That commission 
led to promotional pieces 
for several spin-off projects, 
including a multimedia 
presentation for a traveling 
photographic exhibit. 

Unlike traditionally run 
large firms that compart- 
mentalize their architecture 
and graphics divisions, 
charrette and crit sessions at 
these offices usually include 
everyone. “А lot of this is 
fluid, making connections in 
ways you wouldn't doing 
strictly residential work,” 
Bachellier explains. “We’ve 
had some weird moments, 
talking about how we’ll put 
a house together but having 
my programmers plugging 
in ideas for using a similar 
abstract language for Web 
projects and logo branding.” 

Big-picture thinking is 
second nature for students 
coming out of experimental 
schools, where traditional 
drafting and AutoCad are 
viewed as boring and out- 
moded. Eric Safyan, owner 
of Coney Island Architec- 
ture in Brooklyn, says 
PowerPoint presentations 
were banned at SCI-Arc 
because they are too linear. 
In one studio, students 
were required to create 
computer Flash sites for 
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the structure of music 


rchitecture is sometimes described as 

lyrical, but for Los Angeles architect Liz 

Martin, its musical likeness is more than a 

vague metaphor. Martin, founder of the 
multidisciplinary firm Alloy Design and Technology, 
is composing a musical score to go with a house she’s 
designing in L.A.’s Beechwood Canyon. The client is an 
industrial designer who commissioned the modern clas- 
sical piece along with his 3,200-square-foot modernist 
house. “Не understands the design process through 
music,” she says. “Aesthetics, proportion, materiality, 
and texture are reflective in the sound of the music.” 

Martin is uniquely qualified for the job. Growing 
up, she attended the Manhattan School of Music and 
explored music and architecture in a SCI-Arc thesis. 
Later, her thesis was published in Pamphlet Architec- 
ture 16: Architecture as a Translation of Music, part 
of a series of small books edited by Steven Holl and 
published by Princeton Architectural Press. Martin 
hopes to distribute her music too, through a forum 
called Frog Peak (www.frogpeak.org), a composers' 
collective that publishes and performs works of art. 
When the house is finished, the music, which is 

written for violin, cello, bassoon, and percussion, will 
be played at an opening hosted by the owner. “То him 
it's almost like a piece of furniture, something that 
came with the house that he'll showcase from time to 
time,” Martin says. She named her 4-year-old firm 
Alloy Design and Technology because an alloy is a 
blend of different materials. The mixture of metals 
makes it stronger, she says, and represents the way 
she thinks about design. —c.w. 


their presentations, showing 
how people move through 
and interact with space. 

Safyan, who graduated in 
2001, wants to attract multi- 
family housing clients who 
need not just construction 
drawings but a marketing 
concept that includes a Web 
site, brochures, and material 
samples. Currently, he’s 
building a site for Terrence 
Blanchard, the Grammy 
Award-winning trumpet 
player and film score 


composer, which entails 
streaming music and video, 
message boards, and anima- 
tion. For a friend who's a 
barbecue master, he's fash- 
ioning an identity for a new 
barbecue sauce. "A lot of 
this stuff just comes at me 
and I don't say no to a 
project, so I end up flipping 
back and forth,” Safyan 
says. "Architecture is my 
first passion, so as soon as I 
get my license I'll be much 
continued on page 46 
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more involved with building. 
But this other stuff will be 
an important part of my 
practice, putting a whole 
concept together that you 
can market in the built world 
and the virtual world.” 

How architects think is 
as important as what they 
build, and filmmaking can 
enrich the architectural imag- 
ination too. At Lightroom in 
Decatur, Ga., an architect, a 
graphic designer, and a mul- 
timedia designer (or expat 
architect, as Kevin Byrd calls 
himself on his Web site, 
lightroom.tv) explore the 
various ways people experi- 
ence space. Two years ago, 
Byrd founded the firm with 
Bill Carpenter, his architec- 
ture professor at Southern 
Polytechnic State University 
in Marietta, Ga. Byrd notes 


that architecture, interactive 
CD-ROMs, and Web sites all 
use compressed and expand- 
ed space to provide informa- 
tion and entertainment. “То a 
certain degree that's why we 
became interested in film, 
because the narrative nature 
of that medium can inform 
architecture as well,’ he says. 
“When you’re working with 
people from other disciplines, 
you’re able to take on more 
complex problem-solving.” 
As well as designing mod- 
ernist houses, Web sites, and 
print media, Lightroom has 
explored filmmaking mostly 
for pleasure and self-promo- 
tion. A recent film, /nsert 
Logo Here, looked at the rela- 
tionship between consumers 
and the corporate image. 
The Cycle Theory, a short 
narrative film, was shown this 


spring at the Rialto Center 
for the Performing Arts in 
Atlanta, part of an exhibition 
about the design process. 


telling stories 
Wherever it crops up, cross- 
disciplinary design caters to a 
creative class of people from 
artists to entrepreneurs. “I 
think we attract certain resi- 
dential clients because they 
see we have a broader range 
of ability to solve problems,” 
says Christopher Carr, a part- 
ner at Wiehle Carr, a 15-year- 
old Los Angeles firm that 
does architecture, graphics, 
interiors, and identity design. 
When the six-member team 
is designing a house, for 
example, the graphic designer 
might create the house num- 
bers, help select the finishes, 
or suggest that a piece of 


art be formed right into the 
concrete. “All of a sudden, 
because you have the ability 
in-house, you use it,” says 
Carr, an environmental 
designer. 

For startup business 
ventures, in particular, the 
physical building is only part 
of the solution. Wiehle Carr, 
whose work also includes 
historic restoration, retail, 
and health-care facilities, is 
currently helping to invent 
an identity for the 6-month- 
old MommyZone, a new 
concept that combines 
shopping and health care. 
It’s a place where pregnant 
women and new moms can 
set up appointments with 
baby-care consultants, or 
come with friends to buy 
everything from clothing and 

continued on page 48 
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baby gifts to breast pumps. 
Wiehle Carr designed the 
storefront, signage, interior, 
logo, and furniture, and will 
create packaging for the 
products MommyZone 
plans to develop. 


Architects are there when 
business owners are chang- 
ing their image, so they're in 
a perfect position to extend 
the story line. “Long ago, 
when we were doing exhi- 
bition work for museums 


and before all the branding 
buzzwords appeared, it 
became apparent that retail 
is about storytelling," Carr 
says. "You're telling a story 
and sharing information. If 
how you're selling product 
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can relate to the architec- 
ture in a sophisticated way, 
people coming in will 
appreciate that." 

Those stories can be root- 
ed in all sorts of offbeat refer- 
ences. As Daniel Pink writes 
in A Whole New Mind, “It’s 
no longer sufficient to create 
a product, a service, an expe- 
rience, or a lifestyle that's 
merely functional. Today it's 
economically crucial and per- 
sonally rewarding to create 
something that is also beau- 
tiful, whimsical, and emo- 
tionally engaging." Phillip 
Otto, the founder of Otto 
Design Group and a profes- 
sor of architectural practice 
at the University of the Arts, 
Philadelphia, would agree. In 
fact, it's a concept his clients 
have long understood. “When 
we started to get commercial 
and residential commissions 
in San Francisco in the late 
1980s, people would say, ‘I 
hate architecture," " he says. 
"Our premise was not anti- 
architecture at all, but we 
realized we were inventing 
something different in our 
approach to buildings, using 
art-world references and ask- 
ing cultural questions about 
the client and the building." 

Otto majored in fine arts 
and cultural anthropology at 
Stanford University and then 
attended the San Francisco 
Art Institute, studies that 
prepared him for his roster 
of arty, subculture retail 
clients such as Urban Outfit- 
ters, Free People, Betsey 
Johnson, and Utrecht. The 
firm keeps a stable of about 
a dozen tenured people in the 
Philadelphia office and six 
in Los Angeles— architects, 

continued on page 50 
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fine artists, and graphic 
designers —and uses free- 
lancers when there's an 
influx of work. 

Otto says his residential 
clients don't care about pro- 
fessional design categories. 


“Tt’s in the residential area 

in particular that the blurring 
of boundaries happens,” he 
says. “Residential clients like 
our company culture because 
there’s a common thread 
that’s evident in everything 


we do. It might be the 
extreme way in which we 
reflect our clients, and the 
end result is broader than it 
might be with an architectur- 
al rock-star approach.” 

The firm often consults on 
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artwork and inserts graphics 
components into homes it 
designs. A recent commission 
featured a giant wave-like 
gesture that led people from 
the front door into the living 
space. Retail spaces for the 
entrepreneur who started 
Urban Outfitters and Anthro- 
pologie led to the design of 
his private residence, which 
incorporates artifacts from all 
over the world. Otto Design 
Group is currently working 
on a house in L.A.'s Laurel 
Canyon for Joe Hahn, 
founder of the Grammy- 
Award-winning alternative 
music group Linkin Park. 
“Musically, they're in a 
similar place to where we are 
architecturally,’ Otto says. 
“Joe didn't worry about what 
category his music fit into, 
and we don't worry about 
our categories." If anything, 
Otto characterizes some of 
his work, particularly for 
Urban Outfitters, as a mod- 
ernist handling of rustic 
materials. “We have an ongo- 
ing relationship with architect 
Dion Neutra, Richard Neu- 
tra’s son,” he adds. “It made 
me realize we’re probably 
not modernist—there’s a 
purism to it that I love, but 
it's not us. We'd be postmod- 
ernist— willing to use any- 
thing and not in tune with 
any theoretical premise." 


flex mode 
Architects with renaissance 
practices say it's not the 
easiest way to run a business, 
because the range of projects 
is so broad. Staff people have 
to stretch to solve problems 
that don't fall into their skill 
sets. On the other hand, 
continued on page 52 
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Promo Code: RA-605 His youth-culture clients 


help him attract graduates 
from SCI-Arc, the Rhode 


Island School of Design, 
and the University of Penn- 
sylvania, as well as people 
from such far-flung places 
as Australia and Japan. 

In practice today, inter- 
disciplinary design is an 
old idea with a decidedly 
21st-century interpretation. 
Carr points out that his 

j 1 . business partner, architect 
800.636.2424 í i b Louis Wiehle, studied with 
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on Ж {тате гоот FOR OVER 30 YEARS Cheryl Weber is a 
additions, custom homes, contributing writer in 
and commercial structures Call or visit us online Severna Park, Md. 


nationwide. to learn more about the benefits and support 
Timberpeg’ will provide to you. 


It’s impossible to picture a home without if. Trim is the difference between designing a house 
and making an architectural statement. And no trim gives you more freedom to bring your vision to life 
than АЛЕК. It’s versatile. And made to last. So your design will always speak for itself. For more information, 
call 877-ASK-AZEK or visit www.azek.com. 
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the perfect blend of 
technology and tradition 


Most of my clients have two 
houses in mind when we first 
discuss a project. 


They have strong emotional 
associations with the notion of 
home, whether it's a fieldstone 
fireplace, classic cedar shake 
siding, a slate roof, crown 
moldings, mahogany flooring — 
they're usually quite specific 
requirements. This is the house 
that my clients design with 
their heart. 


The second house is the one 
they design with their head. 
It's practical, cost-efficient 
and designed both for low 


maintenance and endurance. 


It's my job to design the one 
home that satisfies both the 
heart and the head. Admittedly 
a difficult task, advancements 
in materials technology make 
it increasingly more achievable. 


lii 


the slate update 


The classic slate roof is an 
architectural icon. It gives a 
home a fortress-like quality. 

It symbolizes protection and 
longevity yet, at the same time, 
has an artistic appeal unrivaled 
by any other roofing materials 
developed in the past century. 
Until now, that is. 


Only within the past few years, 
it's become possible to achieve 
the classic look of slate with the 
affordability of a material that's 
more common — and less 
expensive. The material is 
composite slate. The look is 
classic. The price is affordable. 
The two houses my client has 
in mind converge. Weve created 


a technological classic. 


think of it as super wood 


Corbels, crown moldings, 
columns — these are classic 
accents often cut out of new 
home construction due to cost. 
Too often, the head wins out 
over the heart when it comes 
to such “extras.” 


Now, however, thanks to high- 
density foams that offer greater 
wear and durability than wood, 
these “extras” are making a 
comeback. It’s a perfect example 
of technology paving the way 
back to tradition. 


opposites attract 


Tradition and technology — two 
ideals that, for years, were viewed 
as opposite ends of the spectrum, 
are now starting to combine, 
creating a multitude of possibilities 
for the architect. 


I, for one, choose to embrace 
those possibilities. They satisfy 
the heart and the head of my 
clients. They also remove limits 
from my ability to create a 
satisfying design. Tradition 

and technology — all in all, 

it’s the best of both worlds. 
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Everyone appreciates the curb appeal of the classic look. With the Integra 


System from Ouality Edge, you can achieve that look within budget. 


The Integra system includes steel lap siding in classic, architecturally 
accurate profiles and board and batten in two sizes. Classic accents like 
cedar-like shakes, woodgrain embossed composite trim, plus more — 
all master-planned into a system that's maintenance-free. Tradition and 


technology, together they're reengineering the very notion of classic. 
For more information on the exciting 


new Integra System, call 1-888-784-0878 
for a free brochure. 
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Leo Marmol and Ron 
Radziner (opposite) 

and their staff splice 
indoors and outdoors in 
unexpected ways. At this 
house in Los Angeles, a 
glass walkway connects 
two pavilions, creating 
a private poolside 
courtyard. 
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from start to finish, 
marmol and radziner 
refine the art and craft 
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b y meg han druedin g In Los Angeles, would-be Hollywood stars go to sleep 
dreaming of their names up in lights. Leo Marmol and Ron 
Radziner had the same vision, only it was their philosophy 
they wanted posted for everyone to see. So, early in their 
careers, the ambitious young architects rigged up an old 
movie marquee outside their office and ran a weekly quote 
they found interesting or provocative. They drew from sources 
as diverse as Karl Marx and the 1984 cult film Repo Man. 
“We would try to make the quotes topical to what was 
happening in the city," says Marmol, AIA. “When the race 
riots happened, we put up a Martin Luther King quote. Or 
we'd put up things about urban issues or growth. People started 
noticing that—it was a way for us to communicate." 

The marquee eventually came down when Marmol and 
Radziner, AIA, got too busy to go quote-hunting every week. 


Danny Turner 
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The firm's reputation as a master of Modern 
restorations also helps it to land new-house 
commissions such as this cleverly sited hillside 
residence in Los Angeles (2003; see also page 58). 
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But that desire to communicate still remains. 
The two of them thrive on interaction— with 
clients, with colleagues, with the public, and 
with their own staff. Which works out well, 
because running perhaps the most sophisticated 
residential design/build firm in the country 
leaves little time for solitary pursuits. 

Nowadays, Marmol Radziner and Associates 
operates out of a converted factory in West Los 
Angeles, with architects, landscape architects, 
and interior designers sharing one 14,000- 
square-foot room. Behind the main space, an 
in-house wood shop and a metal shop take up 
an additional 3,500 soundproofed square feet. 
The firm's field employees, including superin- 
tendents, project managers, carpenters, and 
laborers, are scattered on jobsites. АП in all, 
Marmol and Radziner oversee a 110-person 
fiefdom. Not bad for a couple of guys in their 
early 40s, who still vividly remember doing the 
painting themselves on the first new house they 
ever built, in San Pedro, Calif. 


old fashioned 

The story of how they got here from there is 
a familiar one: Two young idealists meet at 
school (California Polytechnic at San Luis 
Obispo), toil at separate firms, and then join 
forces in 1989. But there the script veers off 
into the unfamiliar, unglamorous territory of 
design/build. According to Marmol and 
Radziner, their choice was obvious. “We real- 
ized the loss of control we had from not build- 
ing our own projects,” says Marmol, who worked on 
construction sites in the San Francisco Bay area as a teenager. 
“Design/build is a historic process,” adds L.A. native 
Radziner. “Before the early 1900s, the two disciplines used 
to be more intertwined. We're going back to the old style." 
So Marmol obtained his contractor's license, and the pair 
amassed a portfolio of small remodels and additions. They 
took care to market themselves as architects who could also 
build, so potential clients wouldn't confuse them with the 
*builder offering design services" model that's more typical 
of design/build. 

In 1992 they caught a break when the owners of a 1950 
Richard Neutra house in the Hollywood Hills, Kun House #2, 
tapped them for a minor restoration job. The next year 
Marmol and Radziner landed an even bigger fish: the restora- 
tion of Neutra's 1946—47 Kaufmann House in Palm Springs, 
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A restoration and 
addition to Albert Frey's 
1946 Loewy House in 
Palm Springs, Calif., 
demanded intensive 
research and a strong 
dose of humility. “You 
have to be willing to 
step into the original 
architect's mind,” says 
Radziner. "If you inject 
your own ego, it doesn’t 
work as well.” 


Photos: David Glomb 


While Marmol and Radziner are modernists at heart, they're 
not dogmatic over issues of style. At an addition to a 1923 
clapboard cottage (1998), they gently grafted more contemporary 
pieces onto the original while preserving its design integrity. 
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Calif. This high-profile commission garnered 
a glut of media attention, and soon the pair 
found themselves restoring (and sometimes 
expanding) Modernist gems by the likes of 
Albert Frey, R.M. Schindler, and A. Quincy 
Jones. The partners partly attribute their 
early success in winning such projects to 
their own modern portfolio. But both say 
their design/build background helped them 
land these technically challenging jobs. “Тһе 
design process in restoration is so much 
about how to build stuff in the way it was 
made originally," says Marmol. Los 
Angeles—based architecture critic Michael 
Webb agrees. “They do such a good job 

on restoration because they fabricate the 
elements themselves,” he says. “In each case 
they’ve captured the detail and spirit of the 
original house. That’s a hard thing to do, 
because needs have changed. People want 
larger spaces and more amenities.” 

Modern restorations still make up about 
one-third of Marmol Radziner and 
Associates’ work. The firm has another one 
under way on a 1961 Cliff May house, as 
well as its eighth and ninth Neutra restora- 
tions. Along with institutional and commer- 
cial projects, it’s also doing more new houses 
and non-historic remodels, which follow a 
completely different philosophy than the 
restorations. “The goal with restoration is to 
have it be like you were never there,” says 
Radziner. “With a remodel or a new house, we can make it 
ours. The less history there is, the more freedom you have.” 
These projects give the firm a chance to apply the lessons it’s 
learned on restoration jobs—about materiality, for example, or 
interior-exterior relationships— in a fresh context. 


nuts and bolts 

In their earlier days, Marmol and Radziner handled design 
and construction together. While each still participates in both 
phases of a project, they've adjusted their method to give 
design principal Radziner the lead at the schematic design 
stage, and managing principal Marmol supervision of con- 
struction drawings, site work, and the building process. The 
strategy caters to the partners' particular skills and helps them 
manage their time while allowing them both to contribute at 
every stage of the game. The number of project managers 
assigned to a job depends on the services the company is 
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Ex- and almost-archi- 


- V 


tects lurk in every cor- ; 
Marmol Radziner and Associates 


ner of Marmol Radziner. Not only do many construction 
staffers come from architecture backgrounds, but so do the 
heads of the in-house wood and metal shops. Brent Bryan, 
the wood shop's leader, studied architecture at Tulane 
University. “I like getting dirty better than sitting behind 

a desk,” he says. Just across the office, the four fabricators 
at the metal shop take their cues from Scott Enge, who 
worked for Steven Holl in the early 1990s and spent three 
years as an architect at Marmol Radziner. Now he oversees 
the making of custom windows, sliding doors, and hard- 
ware, often to match existing, out-of-production items in 
remodels and restorations. His metal expertise also factors 
into the firm's aspiration to build structural steel frames for 
prefab housing. 

Placing the shops under the same roof as the architects’ 
drafting tables facilitates the quality control the firm prizes. 
“In the process of drawing a cabinet or metal detail, the 
architect can go over and talk to the crafters,” says Leo 
Marmol. The 13-person wood shop often makes full-scale 
cardboard mockups of closets or cabinetry, setting them up 
on the site for the client's approval before going ahead with 
the permanent versions. In a couple of cases with irregular 
existing walls, it's even established a temporary, on-site 


cabinet shop to ensure the results are a perfect fit. 
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The firm worked with an outside builder on this new house (1996) in 
Santa Monica, Calif. "Even if we're hired only as the architect, the client 
does appreciate our building expertise; says Marmol. "They don't want 
to be caught between the architect and builder.” 
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providing. If it's doing architecture, con- 
struction, and landscape design, for example, 
it will assign three project managers, one 
from each discipline. On-site personnel 
receive the same benefits package as office 
staff, a policy that serves the firm well in the 
constant industry-wide struggle to retain 
construction professionals. 

Whether their background is in design or 
building, all employees answer to a company 
culture of perfectionism. *We're trying to be 
perfect with all this, but we fail,” says 
Marmol. “Га rather be frustrated this way 
than be satisfied with being mediocre." That 
means hand-dipping hundreds of individual 
tiles on a restoration job to render the new 
floor indistinguishable from the old. It means 
a weekly staff meeting devoted to dissecting 
a specific topic (closet design, waterproof- 
ing, and new building materials are some 
recent subjects) and understanding it from 
the inside out. And it means exhaustive 
research. Marmol and Radziner spend so 
much time at the famous architecture book- 
store Hennessey + Ingalls in Santa Monica, Calif., that owner 
Mark Hennessey chose them to design and construct the 
store's 2003 remodel. “They were the only people I asked,” he 
says. “Га enjoyed their work, and it was a nice way to thank 
them for being such good customers." 

Like Hennessey, the clients who select the firm tend to 
appreciate its exacting nature. They're often writers, fashion 
insiders (ex-Gucci designer Tom Ford, for one), and other 
creative personalities who share their need to get things just 
right. Unlike many architects, Marmol and Radziner feel they 
produce their best work when the homeowner is highly 
involved in the design process — even if their ideas and the 
clients’ clash at times. “Му understanding is that they're very 
willing to work with clients,” says local architect and 
Schindler expert Judith Sheine, chair of Cal Poly-Pomona's 
architecture department. Customers generally approach the 
firm for design first. Then they choose from a menu of 
additional services — construction, landscape architecture, and 
interior design— paying a separate fee for each. 

In contrast to larger-scale commercial and institutional proj- 
ects, which it usually cedes to an outside contractor, Marmol 
Radziner builds about 80 percent of its house designs itself. 
Residential clients who don't use them as builders often have a 
previous relationship with another contractor, or they're simply 
more comfortable with the traditional separation of roles. Even 
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Photos: Above: David Glomb; right, 
top right: Benny Chan/Fotoworks 


At a new residence (2002) 
for Ron Radziner and his 
family in Venice, Calif., the 
second story steps back to 
let the home's scale match 
its one-story neighbors. 


High-end custom isn't 
the only housing type to 
interest Marmol and 
Radziner. They've 
designed special-needs 
apartments (above), 
Marmol’s prefab vacation 
home (top), and two 
single-family residences 
they're developing 
(middle). 
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when it's serving solely as the architect, the firm's fluency in 
other disciplines enhances its ability to collaborate. It's reaped 
a handful of jobs from referrals by outside builders, a sure 
sign of mutual respect. As it does with the architect-client 
relationship, Marmol Radziner savors the tension inherent 
between the design and building sides of a project. “It’s not 
that the conflict between design and build goes away,” says 
Radziner. “We don't want that. That's where a lot of the good 
in a design comes from." Though many perceive design/build 
as a cheaper alternative to the standard, divided process, 
Marmol and Radziner don't make that claim for their work. 
They simply view design/build as a better way to create archi- 
tecture, because of the immediate communication it allows 
and the quality control it provides them. “It’s less about us 
than about a way of building we believe in, that's responding 
to the site, that's executed as efficiently as an inefficient 
process can be,” Marmol says. 


marquee value 

Marmol and Radziner have shown they can wear two hats 
comfortably, and now they’re trying on a third—that of 
developer. In April they broke ground on two high-end spec 
houses in Los Angeles, their first stab at developing their own 
properties. They’re also experimenting with prefab housing, 
putting the finishing touches on a modular second home for 
Marmol and his wife in Desert Hot Springs, Calif. “Prefab is 
a tougher nut to crack than many are willing to discuss,” he 
says. Assuming they can figure out a workable prefab strategy, 
he and Radziner hope to develop a whole community of 
modular houses. 

They clearly relish their firm’s position as one of the few 
design/builders in the nation to be recognized for high design 
quality. In addition to numerous awards and publications, 
Marmol Radziner and Associates received the AIA California 
Council’s Firm of the Year prize in 2004. But it gets lonely at 
the top, and that ever-present need to connect with others — 
about the challenge of finding labor, the give-and-take 
between the field and the office, and other issues that affect 
design/builders differently than traditional architects — keeps 
rearing its head. “We wish we had peers we could talk to 
about design/build;" Radziner says, a bit wistfully. Though 
they've looked, they've been unable to find other architect-led 
design/build firms whose size comes close to theirs. 

With their triumphs doing much to bolster design/build's 
image, perhaps Marmol and Radziner's wish will come true. 
If not, they can always reinstate their voluble marquee to get 
the word out. “People were disappointed when it came down,” 
says Marmol. We're actually thinking of reviving it.” 
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Along with its handmade detailing 


and woodwork, Marmol Radziner 


Benny Chan/Fotoworks 


has a history of crafting custom furniture for clients. So its 
own made-to-order retail line seemed a logical next step. 
Five years ago it launched the Kings Road Group, a series 
of licensed, authorized replicas of the furniture in R. M. 
Schindler's 1922 Kings Road House. The firm fabricates the 
pieces in its wood and metal shops and sells them through 
showrooms in Los Angeles and New York City. It donates 

a portion of the income from the line to Friends of the 
Schindler House, which has given it full access to the original 


leces. “We're recreating the originals in exacting detail.” 
e © 


says associate Daniella Wilson, who guides the firm’s interiors 


and furniture divisions. “For example, we hard-wire-brush the 


wood to raise the grain so it has an old feel.” 


More recently, Marmol Radziner Furniture developed an 


original line based on its bespoke pieces for Ron Radziner’s 


own house. The luxurious, minimalist bedroom, living, 


dining, and indoor/outdoor collections come standard in 


walnut or maple with stainless or blackened steel hardware, 


and buyers frequently specify custom sizes or materials. 


Buoyed by its success with furniture so far, the firm plans a 


second original line modeled after the pieces designed for 
Leo Marmol’s just-finished desert retreat. For more infor- 
mation on Marmol Radziner Furniture, visit its Web site 


at www.marmolradzinerfurniture.com. 
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No matter what your inspiration, skilled LaHabra technicians can quickly provide you with accurate 
color matching that other companies just can't achieve. That means you'll get the color you specify, not 
just a close, preset approximation. So choose LaHabra Stucco to create your picture-perfect design. 
1.877.LHSTUCCO | www.lahabrastucco.com 
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Design in the MAR-FLEX? Active Living Level: 


When you're confident you've specified 
the best waterproofing for a below-grade 
space, you have more design options. 
You can include the extra functionality 
your clients want in a lower level. We 
call it the Active Living Level — lower 
level living space that goes above and 
beyond any ordinary basement. 


Only MAR-FLEX* offers the full range of 
products that enable you to design an 
Active Living Level into any lower level. 
From waterproofing membranes and 
foundation drainage to egress window 
wells and accessories, the MAR-FLEX* 
system provides you the confidence to 
design innovative, comfortable and 
attractive lower level living spaces for 
your clients. Expand your lower level 
design options with MAR-FLEX® 


Ui 


A 

- DESIGNING EVEL” 
Get our Ot wa 
Active Living Level" 


Design Guide — 


FREE! 
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ebuild saves you the time and effort of searching through mountains of information. 
Our free Web site has more than 250,000 building products from 400 manufacturers. 


You can find specifications, catalogs, installation instructions, warranty information, 
and more. We offer links to pro resources and tools, product news, and product 
companies. You can even get local job leads or search for house plans— we have 


more than 15,000. Handle all your product information with just two hands. 
Handle it with ebuild. 


If you had to carry around 
all your product literature 


you could. 


ebuild 


www.ebuild.com 


Fight basement moisture 


The TUFF-N-DRI two-part system 


beats three sources of moisture: 
leaks - seepage - condensation 


Excess moisture can be brutal on the homes you design. 
Moisture can create damp, uncomfortable living environments. Make air conditioners, 
heaters and dehumidifiers use more energy. Damage drywall, carpeting and furnishings. 
Even weaken structural materials. 


But you can fight back by specifying the one-two punch of TUFF-N-DRI® Basement 
Waterproofing System. This unique black-and-pink combination defends against three 
main sources of moisture from basement walls, by preventing leaks, stopping seepage 


and reducing interior condensation. 


By fighting basement moisture three ways, TUFF-N-DRI 
gives you the opportunity to design lower level space into luxury living spaces. A dry, 
luxury basement can increase homeowner satisfaction — and build your reputation 
for future referrals. And TUFF-N-DRI is so strong, it's backed bG 20h gage ble 


performance warranty.* 


So fight basement moisture and champion your business with сте! - мач 


Americas #1 brand of new basement waterproofing. For details, call or visit our Web site. 


800-DRY-BSMT .  TUFF-N-DRlI.com 


*Visit TUFF-N-DRI.com for full details on our 30-year performance warranty. 
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for precision, 


passion, and profit, 
three residential firms are 


by shelley d. hutchins, nigel f. maynard, 
and meghan drueding 


Courtesy The Construction Zone 


better parts 


the construction zone 


phoenix, ariz. 


ndy Byrnes put himself through architecture 
school by building houses, and he enjoyed 
every minute of it. When he moved to 
Phoenix after graduation, his priorities were 
to get his contractor's license and track 
down fellow Tulane alumnus Richard 
Fairbourn. A mutual professor gave him 

the lead on Fairbourn, who'd been practicing architecture 

in the area for 15 years. The lead proved prophetic. In 1992, 

just a year after meeting, the two architects joined forces to 

form a design/build firm called The Construction Zone. 

“Collaboration led us to our own niche of creating only 

architecture that we want to build;" Byrnes says. 

Another Tulane architecture grad migrated his way a few 
years later, and in 1998 D.J. Fernandes became the firm's 
third partner (as well as its CFO and graphic designer). The 
company now employs 65 staff and has recently launched two 
smaller divisions: CZ MULTI oversees multifamily and light 
commercial, while CZ WORK fabricates custom concrete, 
glazing, and carpentry. Every project supervisor has a degree 
in architecture and is trained in the art of construction by the 
firm's dedicated craftsmen. 

"From our standpoint,” says Byrnes of the design/build 
advantage, “I like to have control over a project and know that 

continued on page 74 
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york residence 


Byrnes designed this 5,400- 
square-foot house on spec 
using his family as theoretical 
homeowners. “I didn't know 
how to do it without thinking 
about a client's needs,” he 
says. “Plus, if it hadn't sold 
we would have moved in.” 
The site had a tight buildable 
envelope split in half by a 
continued on page 75 
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I'm going to satisfy the client.” Because the company’s only 
advertising is word-of-mouth, happy homeowners are key to 
its success. According to Byrnes, those homeowners benefit 
by getting more architecture per dollar and a more efficient 
process. These forward-thinking clients do take a slight leap 
of faith, because not every design element is put to paper 
before building begins, and some final decisions are worked 
out during construction. “Clients know our work and trust us 
enough to know that even without every last detail drawn 
we're going to figure it out,” he explains. “It lets us create 
more architectural parts and it becomes a better project." 

Known especially for innovative concrete and rammed 
earth fabrication, The Construction Zone aspires to make 
buildings that are good for the planet. "There's a nice poetry 
to digging up the desert and making walls out of it,” says 
Byrnes. They do much of their own landscaping as well, 
with an eye toward naturally re-vegetating the desert. But 
they also use "intentional landscaping" to complement the 
house design. 

Interior elements such as custom cabinetry and built-ins are 
fabricated by CZ WORK. Byrnes couldn't find subs to execute 
their complex designs at the level of detail they expected and at 
a price the budget would bear. Instead of forfeiting quality, 
Byrnes hired experienced and talented craftsmen to put together 
full-time specialty crews. This approach not only benefits 
design/build clients, who get more of their wish-list items with- 
out busting the budget, but it also attracts outside architects who 
know The Construction Zone can build things others can't. 

Out of the 20 to 25 projects in progress each year about half 
are design/build; the rest are projects built for outside architects 
or an occasional design-only commission for out-of-town 
houses. Byrnes explains that projects done with other architects 
are somewhat design/build as well, because his entire team gets 
involved before schematic designs are complete. He credits 
Arizona's collaborative community of architects for cultivating 
The Construction Zone's multifaceted talents. “When you see 
all of these architects" work you get an immense education on 
every job," he says, adding, “Опе of the biggest successes in 
my career is that almost every architect we've worked with has 
also asked us to build their own house." 

Success for Byrnes means taking on compelling projects 
regardless of size. “We do kitchen remodels up to houses that 
take five years with budgets of $9 million,” he says. Even as 
the company grows, the principals maintain a hands-on 
approach and a free-spirited willingness to take on collateral 
work, such as furniture design or sustainable land manage- 
ment planning. Byrnes sums up the philosophy: “We’ll do 
anything relative to the field if it seems positive for the 
community and toward the end of good architecture." — s.d... 
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White carrera marble frames twin master 
bath sinks. The marble surrounds create 
the illusion that the undermount sinks are 
integral to the sanded stainless countertop. 
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wash. The resulting plan 
features a 70-foot-long glass 
bridge that spans the wash 
and holds the open living 
spaces. Slender concrete rec- 
tangles containing bedrooms 
flank the bridge. 

The lithe structure is cast- 
in-place concrete, but Byrne, 
liberated from client 
restraints, went a little wild 
with the finish materials. 
Chemically patinated copper 
siding glints in the setting sun. 
Slate floors keep their cool 
throughout the footprint and 
out onto adjacent terraces. 
Twin entry corners consist of 
thousands of 4-inch strips of 
clear layered glass. “They 
provide dramatic sources of 


All of the meticulously oriented window light БШ mitigate undesirable 
units are custom-fabricated by CZ WORK— VIEWS; says Byrnes, who 
even the operable ones. "Window placement admits to going overboard a 
is very specific,” says Andy Byrnes. "We had little. But the current home- 
to define views because of the dense neigh- owners are thrilled he got so 
borhood and solar orientation." : 

carried away.—s.d.h. 


project: 

York residence 
architect / contractor: 
The Construction Zone 
project size: 

5,400 square feet 
construction cost: 
$300 per square foot 
photographer: 

Bill Timmerman 
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superior interiors 


zack | de vito architecture 


san francisco 


rchitect Jim Zack got his first taste of con- 
struction when he was 16. He liked it so 
much he continued to work as a carpenter 
for five years before heading off to the 
University of California at Berkeley. 
“Architecture was a natural extension of 
what I had been doing,” he says. 

As head of his own firm, Zack | de Vito Architecture, Zack 
doesn’t get his hands dirty much anymore, but he’s still build- 
ing the occasional project that he’s also designed. His wife 
and partner, Lise de Vito, has a pedigree that’s pure design— 
she’s a Rhode Island School of Design graduate: “I didn’t 
come from a construction background,” she says, “but I’ve 
always been interested in it.” Depending on what's on the 
boards, the firm varies in size from four to 10 employees, with 
a portfolio that’s about 70 percent residential. To date, it’s 
designed and built about 15 residential and commercial projects, 
much of it whole-house renovations and interior work. 

The firm’s approach to design/build is deliberate and dis- 
criminating. “We do them on a case-by-case basis or when the 
opportunity is appropriate,’ Zack explains. Instead of taking on 
the easiest construction jobs, he prefers to tackle the difficult 
ones. “The flexibility it provides us if we are doing creative, 
unique detailing is much better if we’re the builder,” he says. 
And it allows the firm to include those complex details other 
builders might value-engineer out of the project. He also 
maintains that the seamless integration of the design/build 
process saves the client money. Still, there’s an obvious eco- 
nomic benefit for the firm as well, and that ultimately feeds 
its creative agenda. “Contractors make more money than 
architects,” Zack says. “And in a smaller firm, that helps. If 
we can make money building, it can help us be more selec- 
tive about the projects we choose.” 

The formula is so satisfying, Zack | de Vito is establishing a 
separate company, BuiltForm Construction, to help build more 
of its design work. At the moment, BuiltForm is working on 
its own speculative two-unit residential building and negotiat- 
ing an infill deal in the city. 

Because most of the architecture firm’s work to this point 
has been rehab, liability hasn’t been a serious concern. But 
the partners realize that intensive design/build commissions 
will bring more issues and exposure to consider. “We are still 
kind of developing.” Zack says. “I don’t really have all the 
answers yet.” —n.f.m. 
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The firm’s hands-on skills incorporate 
custom metal fabrication (top) as 
well as custom millwork, joinery, 

and other detailing. 
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cho/broady residence 


One of Zack | de Vito's early 
design/build projects, the 
Cho/Broady residence exem- 
plifies the firm's multidiscipli- 
nary capabilities within the 
confines of a condo. “We built 
everything,” says Zack. “We 
built all the cabinetry and all 
the concrete counters, and did 
all the carpentry.” The condo 
building was done by a devel- 
oper who, caught in a finan- 
cial squeeze, cheaped out on 
the materials and construc- 
tion. "It was not a fabulous 
place, except for the view," 
Lise de Vito says. “So the 
owners wanted to do some 
interesting stuff.” The team 
ripped out all the builder- 
grade finishes and started with 
fresh space. They opened up 
the main living area, installing 
modest detailing and shelving. 
Vertical-grain Doug fir cabi- 
nets line the renovated master 
bath and kitchen; poured con- 
crete for the countertops and a 
fireplace hearth add an under- 
stated chic. The architects also 
designed and fabricated the 
custom metal staircase. 
“Maybe we get too involved 
in some things,” Zack jokes. 
“We try to do everything 
because we like the craft of 
it.’ —n fim. 


project: Cho/Broady residence 
architect / contractor: Zack | de 
Vito Architecture 

project size: 2,200 square feet 
site size: 0.06 acre 
construction cost: $260 per 
square foot 

photographer: Jeanne Stack 
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perfect cube 
Qb’ 


philadelphia 


t all started with an errant general contractor. The fledg- 
ling Philadelphia firm Qb? (pronounced “cube”) had been 
working on a residential renovation project for months, 
and the builder they teamed with just wasn’t getting the 
job done. The firm’s three partners realized they had the 
skills and background to construct the house themselves, 
and with their client’s blessing they took over. The com- 
pleted house (see sidebar) now serves as one of their 
showcase projects, and it won an AIA Philadelphia Honor 
Award last year. 

The 2-year-old firm has since continued along the 
design/build path, capitalizing on its blend of multidiscipli- 
Маж Stehe nary backgrounds. Partner Kevin Angstadt, AIA, put in eight 
years as a cabinetmaker, ironworker, and carpenter before 
architecture school at Penn State. “I went into architecture 
school knowing more technical, builderly things,” he says. 
“In school I started thinking conceptually and abandoned all 
that for a time.” Patrycja Doniewski, another partner, holds an 
architecture degree from the University of Virginia and has 
worked as a graphic designer. And third partner Stephen 
Mileto trained as a cabinetmaker before studying architecture, 
also at Penn State. 

Custom residential jobs currently make up 80 percent of the 
firm’s workload. Of that, its five-person staff physically builds 
nearly half themselves, taking to the jobsite with hammer and 
saw. On most of their other houses, they function more as 
general contractors, hiring subs and overseeing construction. 
Once in a while, they'll provide just design services. Any way 
they handle it, the design/build method presents a clear advan- 
tage. “In the beginning, we approached it almost as a financial 
necessity,” Doniewski says. The ability to charge for building 
services as well as architecture allowed Qb? a greater cash 
flow than if it offered only design, a bonus for a young firm 
that lacks the capital of a more established company. 

In addition, design/build streamlines the construction process. 
“If there's a question, it’s figured out there and then,” says 
Doniewski. “We can make decisions right away. And there 
are certain provisions we can make while designing. We don't 
have to write out everything about a detail because either 
we're building it or we know the person who is.” Qb?'s busi- 
ness plan honors the time-tested strategy of diversification; 
along with architecture and construction, it also specializes in 
custom furniture and graphic design. —m.d. 
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The immediacy of 
design/build streamlined 
the process of renovat- 
ing this Philadelphia row 
house. "It's one-stop 
shopping for the client,” 
says Doniewski. "That's 
a very attractive thing." 


By lining up each stair- 
well with the oversized 
rear windows, Qb? pulled 
natural light into the row 
house while maintaining 
a layer of privacy. 


perret residence 


One of ОБ?” favorite aspects 
of design/build is the close 
control it gives the architects 
over a project's final outcome. 
That sense of control results 
in satisfying, highly detailed 
projects such as the Perret 
Residence, a modern renova- 
tion of a dilapidated 1850s 
brick row house in Philadelphia. 
Partners Stephen Mileto, 
Kevin Angstadt, and Patrycja 
Doniewski restored the front 
facade out of respect for the 
street context. Then they 
made room for a new interior 
stair (the old one was miss- 
ing) by tearing down the 
three-story house's rear facade 
and expanding into the back 
yard. With expansive windows 
at each of its three landings, 
the stairwell acts as the main 
conductor of light through the 
house. “It diffuses the hard 
light so you just get this glow 
in the living spaces,” explains 
Angstadt. A restrained overall 
palette of white walls and Ipé 
floors highlights such niceties 
as a suspended living room 
fireplace and color-saturated 
bathroom tiles. —m.d. 


project: Perret residence 
architect / contractor: ОЬ? 
project size: 2,160 square feet 
site size: 0.01 acre 
construction cost: Withheld 
photographer: Frank Iaquinta/ 
Halkin Architectural Photography, 
except where noted. 
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U. pre е mast- dos 


THE LASTING SOLUTION FOR BEAUTIFUL PORCH FLOORING 


When you're building a custom home and want all 
the warmth of a traditional front porch, TENDURA 
provides a lasting solution for tongue-and-groove 
porch flooring. TENDURAPLANK is the leader in 
composite porch flooring, offering the beauty of 


wood without the rot, deterioration, or required 
maintenance. To find out more about our line of 
porch flooring products, and Greathouse-Jones 
experiences with TENDURA, visit us on the web at: 
www.tendura.com/greathouse. 


TENDURA 1-800-TENDURA 
| is | QUALITY THAT ENDURES ilf www.tenduüra,com 
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keeping it real 


deck out your projects with hard-wearing, good-looking lumber. 


by nigel f. maynard 


s a decking material, 
‘| composite excels. 
Made from virgin 
or recycled plastic and 
wood waste, composite is 
durable, weather-resistant, 
and virtually maintenance- 
free. But while those 
attributes may satisfy your 
clients’ practical side, the 
product’s ersatz appearance 
may leave some of them 
feeling a little unsatisfied. 
For those consumers, only 
a wood deck will do. 
Architects value the 
seductive powers of wood 
more than anyone; that’s 
one of the reasons you spec 
it. Its random grain patterns 
are inherently beautiful, and 
wood can last a long time if 
properly cared for. “We 
prefer [Forest Stewardship 
Council]-certified natural 
wood for aesthetic and sen- 
sory reasons,” says William 
T. Ruhl, AIA, of Ruhl Walker 
Architects in Boston. “Natur- 
al wood looks better and 
feels better on bare feet.” 


natural 

selections 

Pine and Douglas fir are the 
most common and inexpen- 
sive species used for decks. 
Doug fir is strong, attrac- 
tive, and tough. It holds 

up fairly well to extreme 
wear and remains level 
without cracking. Typically 
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pressure-treated to resist 
weather, rot, and insects, 
Southern pine's unique 
cellular structure permits 
deep penetration of preserv- 
atives, providing long- 
lasting protection, says the 
Kenner, La.—based Southern 
Pine Council, a promotional 
body that represents Southern 
lumber producers. 

Despite their resiliency, 
however, these two species 
lose their luster after 
prolonged exposure to the 
elements, and they need 
replacing after 10 to 12 
years, depending on the 
climate. Some architects 
avoid them for other reasons. 
"Pressure-treated pine is 
cheap up front, but the splin- 
ters are awful,” says Ruhl. 

Fortunately there are 
plenty of other deck-worthy 
trees in the forest, among 
them teak, Western red 
cedar, redwood, and 
mahogany. The lumber 
from these trees has exqui- 
site grain patterns and its 
natural weather- and insect- 
fighting properties will 
keep your outdoor decks 
attractive for a long time. 

Although prized as one 
of the world’s premier 
woods for fine cabinetry, 
mahogany is strong and 
dense enough for outdoor 
use and has natural rot- 
resistant properties. Teak 
and Western red cedar are 
rich in natural oils that 


Paul Bardagjy 


Tom Hurt picked Іре for the deck of this Austin, Texas, project to counter 
the effects of the unforgiving Southwest sun. The tropical species is 
extremely tough and looks better for longer, the architect says. 


make them extremely 
resistant to moisture as 
well as the drying effects 
of weather. And the oils in 
Western red cedar also act 
as a preservative to help the 
wood resist insect attack. 
Moisture in the Pacific 
Northwest is one reason 
Seattle-based architect Nils 
Finne is a fan of Western 
red cedar. “We have also 
used redwood in California,” 
he says. “It is beautiful, but 
the wood is somewhat soft 
so it needs fairly regular 
maintenance.” 


The same applies to 
Atlantic white cedar, says 
architect Timothy Techler, 
principal of Techler Design 
Group in Watertown, Mass. 
“The wood is very soft and 
it goes a silvery gray color,” 
he says. “You have to be 
careful with it, but it is 
lovely stuff.” 

The budget and the 
exterior finish of the house 
usually dictate what San 
Francisco—based Melander 
Architects uses. “If the 
project is on the moderate 

continued on page 82 
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end we use Doug fir,” says 
Aaron Goldman, an architect 
with the firm. “Оп the high 
end, we have used redwood.” 
Possibly the hottest 
tropical species at the 
moment is Ipé (a.k.a. 
Ironwood). “Ipé is amazing 
stuff,” says Techler. “It is 
heavier than water, so it 
does not float, and it 
handles the wet-dry cycle 
better than other woods.” 
As its Ironwood moniker 
suggests, Ipé (pronounced e- 
pay) is extremely hard and 
dense, weighing 70 pounds 
per cubic foot. It does not 
accept preservatives well, 
but it doesn’t need to. The 
lumber has the highest 
natural rating for rot and 
insect resistance with no 
treatment, the USDA 
Forest Service says. Austin, 
Texas—based architect Tom 
Hurt knows this first hand. 
The harsh Southwest sun 
can wreak havoc on a wood 
deck. No matter what you 
use, he says, the sun takes 
its toll. “Тре is different,” 
the principal of Tom Hurt 
Design Office says. “It is a 
lot more stable and looks 
better longer. If you don’t 
treat it, it will gray out, but 
it will still look good.” 


endangered 
species 

The trees that yield exotic 
hardwoods are disappearing 
fast. Unsustainable forest 
practices in South and 
Central America have made 
such species as Honduran 
mahogany rare. Teak is 
listed as endangered, Ipé 

is becoming increasingly 
hard to find outside of 
reserves, and Ajo, Manu, 


and Peroba Rosa, each 
incredibly durable and 
great for decks, have all 

but vanished, says Steve 
Brunner, founder of Tropi- 
cal American Tree Farms in 
San José, Costa Rica. 

It is important, then, to 
do your research. “We try 
to align ourselves with 
importers that take these 
issues seriously,” Techler 
says. “We like to know who 
the contact is, where [the 
wood] came from, and what 
the process is for getting it 
here.” For those reasons, 
Techler avoids Honduran 
mahogany. 

“We ask these questions 
[about Ipé] and suppliers 
tell us it's a re-growth 
species so there is no threat 
to the tree, which means 
that it will not be extinct 
years from now;" says Eric 
Barth, an architect with Tom 
Hurt Design Office. “But 
sometimes we wonder.” 

This gloomy outlook is 
one reason Brunner estab- 
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Courtesy Techler Design Group 


lished his farm in 1991. 
The company converted 10 
cattle farms — about 12,000 
acres — where they plant 
and harvest a wide assort- 
ment of species to sell to 
furniture designers, cabi- 
netmakers, and architects. 
The farm is growing Ipé, 
mahogany, and teak, but the 
trees are young. "The Ipé 
and teak are only 13 years 
old and are not ready to be 
harvested for decking,” 
Brunner says. 

Avoiding lumber from 
too-young trees is also vital. 
Western red and Eastern 
white cedars, for example, 
have traditionally been 
excellent species for decks. 
The older-growth heartwood 
is very resistant to decay, 
but the lumber from young 
trees that are harvested too 
soon has a lower level of 
decay resistance. 


hard costs 
Your clients will pay dearly 
for the benefits of high-grade 
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H Seay Sf k M wn 
Courtesy Western Red Cedar 
Lumber Association 


Because Ірё handles the wet-dry 
cycle better than most other 
woods, Tim Techler speced it for 
this beach-side deck (left). Above: 
Western red cedar is lightweight 
and resists moisture, decay, and 
insect damage. 


lumber. Although cedar and 
redwood are fairly expensive 
(at about $1.15 to $1.50 per 
board foot), teak is much 
pricier, at $8 to $12. “[Ipé] is 
somewhat affordable at about 
$2.50 per board foot, which 
is a quarter the price of teak,” 
says Barth. But the wood’s 
density makes installation 
extremely difficult. Finne, 
who now uses Ipé for about 
75 percent of his decks, says 
installation “increases the 
cost of labor significantly.” 

Architect Ivor Brown 
applies simple strategies to 
cut cost. “It matters how 
much you use,” the princi- 
pal of Slant Studio in 
Emeryville, Calif., says. “I 
like to use less wood and 
make my decks less bulky.” 
For example, he'll combine 
stainless steel and small 
amounts of Ipé for his 
rails. The result is a great- 
looking, long-lasting deck 
and a small breather for 
Mother Nature. A win-win 
by design. 
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IT’S FINALLY HERE! 


The end as we know it. The end of mold. The end 
of mildew. The end of stains. The end of fading. 
The end of all of those enemies of ordinary decking 
(the kind that lead to callbacks). And the beginning 
of a whole new type of decking material, exclusively 
featuring antimicrobial protection. 


rd 
a 0 2, 
л 
~ 
T 
е 
ТНЕ 
SECRET IS 
REVEALED! 
BUILDING PRODUCTS LLC" 
Circle no. 358 of ae Guiding Products LIC ТА 


COMING TO A DEALER NEAR YOU - SUMMER 2005 


ligital home 


the buzz 


electronic essentials for the well-equipped house 


by rebecca day 


вй» he cost of upscale 

ү electronics continues to 

^ slide toward the main- 
stream market, as evidenced 
by the wave of flat-panel 
displays and multi-room 
audio solutions unveiled at 
the 2005 International 
Builders’ Show in Orlando, 
Fla. But it's not just the 
usual cast of characters 
promoting the world of 
home technology. Joining 
the likes of Sony, Sharp, 
and Samsung are water- 
heating specialist Rinnai 
and the appliance division 
of LG, delivering smart 
electronics to a broad 
segment of homeowners. 


survey shows 
According to a nationwide 
survey conducted by the 
Internet Home Alliance, 
homeowners continue to 
show strong interest in resi- 
dential technology ranging 
from appliances to entertain- 
ment systems. IHA surveyed 
400 new or prospective home 
buyers to learn how con- 
sumers make decisions about 
purchasing, installing, and 
maintaining home technolo- 
gies. Forty-nine percent of the 
new home buyers presented 
with at least one home tech- 
nology option made a pur- 
chase. Home security led the 
list of technology purchases, 
followed by prewiring for 
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cable or satellite TV 
and a built-in home 
theater. 
Respondents 
assigned “somewhat 
important" status 
to technologies 
including structured 
wiring, multi-zone 
HVAC, air purifica- 
tion systems, wire- 
less home PC 
networks, energy 
management, 
community-wide 
high-speed Internet 
connections, and 
home control/ 
automation and 
lighting control. The 
most frequently pre- 
sented technologies 
to homeowners, after those 
that came standard with the 
home, were intercom/distrib- 
uted audio, central vacuum, 
and home security systems. 
Survey respondents 
indicated that technology 
options were typically the 
last-mentioned in the home- 
buying process. They are 
often presented in a check- 
list fashion without further 
description or explanation. 
Consumers said they would 
prefer to purchase options 
after seeing them featured 
in a showroom. Seventy 
percent of respondents said 
they considered making one 
or more technology pur- 
chase for their new home 
independent of the builder. 


sound investment 
Among technologies they'll 
be able to choose from are 
some new ones introduced 
at IBS. Sony launched its 
version of the 21st-century 
intercom system, at the 
same time lowering the 
entry point for multi-room 
audio and video. The 

two systems, designed 
specifically for new-home 
construction, take a cookie- 
cutter approach to whole- 
house audio to provide a 
lower-cost alternative to 
custom-designed systems. 
By using pre-selected 
equipment, installers can 
reduce design and installa- 
tion time for whole-house 
entertainment systems, 


resulting in systems retailing 
for $1,000 to $2,000 per 
room, including installation. 
The systems come pre- 
programmed to control 
Sony components, with an 
emphasis on ease of use. 
Pressing a DVD button, for 
instance, powers up all the 
components required to 
play a DVD movie. A single 
remote control operates all 
the equipment. Sony's 
audio-only package is built 
around an in-wall module 
combining a CD player, 
AM/FM radio, amplifier, 
intercom, and room monitor 
along with Sony-selected 
speakers. The front panel 
conceals the disc player and 
continued on page 86 
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glides up to reveal the elec- 
tronics when users press a 
button to activate the sys- 
tem. Panels can be painted 
to match the decor. The 
video package adds DVD 
players for each local room. 
The system supports from 
one to seven sources and 
from one to seven zones. 

Designed for new homes 
costing up to $500,000, the 
self-contained Sony systems 
are powered by low voltage 
and connected via router 
over Category 5 Ethernet 
cable. Connection to the 
whole-house PC network 
enables each sound station 
to pluck MP3 tunes from 
PC hard drives in the home 
and play them through any 
sound-enabled room. Each 
system also has line-in 
connections for local 
sources such as portable 
music players, cable boxes, 
or satellite receivers. 

Both audio and video 
packages start with a 
home theater system built 
around Sony components 
including TVs and VCRs. 
Homeowners can choose 
from 5- or 400-disc CD and 
DVD changers. 


The Remote Monitoring Laundry 
System from LG Electronics lets 
homeowners monitor laundry 
cycles from anywhere in the 
home using a remote device. 


clean viewing 

In an attempt to bring new 
energy to the mature water 
heater market, Rinnai floated 
a new product concept 

at IBS— flat-panel TVs— to 
complement its tankless 
water heaters. In an effort 
to bring “35-year-old tech- 
nology” up to date, Rinnai 
has added a waterproof 
12-inch LCD TV to its 
product line for use in 
upscale bathrooms. Built 
into waterproof housings 
designed to be mounted 
beneath a showerhead or in 
another location away from 
direct spray, the Rinnai TV 
connects to cable, satellite, 
or antenna feeds to bring 
TV programming to the 
shower or bath. 

The company claims its 
wall-mounted, continuous- 
flow heaters shave $6 to 
$10 per month off monthly 
utility bills compared with 
standard tank water heaters, 
because the water is heated 
as needed rather than heated 
and maintained. Digital tech- 
nology enables homeowners 
to further tailor water tem- 
perature and usage to their 
needs, and the TVs include 


operational buttons 
that communicate 
with the water heater. 

Using the buttons 
on the TV and feed- 
back from the screen, 
homeowners can set 
fill and temperature 
levels for the bath, 
including automatic 
shutoff when the 
proper level is 
reached. Auto-Fill 
enables users to preset the 
time they want to take a 
bath, choose the volume of 
water for the tub, and select 
the precise temperature. Auto 
Preset enables users to preset 
the time, temperature, and 
water consumption of a 
shower. For instance, they 
could set the shower to come 
on at 6 a.m. at 98 degrees for 
15 minutes using 40 gallons 
of water. The TVs will be 
available late summer; price 
has not been set. 


loads of luxury 
The company that gave the 
world the Internet refrigera- 
tor has now unveiled the 
networked washer/dryer. 

At IBS 2005, LG 
Electronics launched the 


www.residentialarchitect.com 
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Rinnai's new waterproof 12-inch LCD 
television brings TV programming 
to the upscale bathroom . 


Remote Monitoring Laundry 
System ($1,349 for the 
washer, $949 for the dryer, 
$99 for the remote monitor- 
ing kit). The system enables 
consumers to monitor their 
laundry cycle from elsewhere 
in the home using a remote 
device. Positioned for use in 
existing as well as new 
homes, the Remote Monitor- 
ing system communicates 
using Power Line Communi- 
cation (PLC) technology over 
standard electrical wiring. 
A separate monitoring kit 
includes a wallet-sized 
remote monitoring device 
that can be plugged into any 
electrical outlet. 

From the interface on 
the remote device, home- 
owners see the status of the 
washer and dryer operation, 
including cycle status and 
remaining time. A buzzer 
announces the end of each 
cycle. The Remote Laundry 
System will be available in 
the second quarter. ra 


Rebecca Day specializes 

in writing about home elec- 
tronics. She can be reached 
at customhomerd Qaol.com. 
A version of this article 
originally appeared in 
residential architects sister 
publication CUSTOM HOME. 


Benjamin 
Moore: 
Paints 


Color. Imagined. 


Lemon Grove #363 


1-866-708-9181 or visit benjaminmoore.com 
©2005 Benjamin Moore & Co. Benjamin Moore is a registered trademark, and the triangle “М” symbol is а trademark, licensed to Benjamin Moore & Co. 
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© 2003 GROHE America, Inc., Bloomingdale, IL * 630.582.7711 * www.groheamerica.com * Atrio® lavatory wideset, model 20 069 BEO + 18 027 BEO lev indies in Sterling finityl ish’ 
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product picks from the pros 


lyte commercial 


Place Architects often re-purposes 


industrial products for residential 
applications. Stonco's Roughlyte is 
one example. “[It’s] a fun departure 
from typical residential fixtures," 
Johnston says. “It’s even watertight, 
for exterior applications.” Ideal for 
walls or ceilings, the fixture has a 
heat- and shock-resistant glass globe 
and a die-cast cage to protect against 
debris when used outside. Numerous 
styles and sizes are available. 
Crescent/Stonco, 800.334.2212; 


www.crescentlighting.com. 
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easy does it 


When the budget is tight, 
Johnston reaches for Amana’s 
Easy Reach refrigerators. “The 
stainless steel 26-inch-deep 
refrigerators are an alternative 
to Sub-Zero that work as well, 
if not better, for a fraction of 
the cost,” the architect says. 
The unit’s shallow depth 
matches the surrounding 
cabinetry for a built-in look, 
while a bottom-freezer 
configuration gives consumers 
eye-level access to fresh food. 
The unit also exceeds federal 
energy-efficiency standards by 
15 percent, the company says. 
Amana, 800.843.0304; 
www.amana.com. 


heather johnston 


www.placearchitects.com. 


super rohl 


As far as Johnston is 
concerned, Shaw's Original 
apron-front sink by Rohl 
can be used in any archi- 
tectural situation. “It looks 
fantastic in both renova- 
tions and modern spaces,” 
says the architect, who 
used it in this firm project. 
Measuring 30 inches wide 
and 18 inches from front to 
back, the 8!/2-inch-deep 
fireclay sink resists daily 
abuse and is hardy enough 
to be cleaned with abrasive 
pads or powders. Choose 
from black, biscuit, or white. 
Rohl, 800.777.9762; 
www.rohlhome.com. 


—nigel f. maynard 
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HEATG GLO 


Nothing sets apart a fire like a Heat & Glo fireplace. 


Offering the broadest product line in the hearth industry, 


Heat & Glo helps you create distinct homes with fireplaces 


that can inspire a moment. An evening. A lifetime. 


888.427.3973 * heatnglo.com 
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new material 


piping-hot products for your next project 


screen shot 


Residential garage doors are generally run-of-the- 


mill steel products or custom traditional styles made 
of wood. With its new aluminum and glass contem- 
porary unit, Cincinnati, Ohio—based Clopay Building 
Products adds some flair to the mix. Described by 
the company as part shoji screen and part 50s-era 
gas station door, the Avante has a 2'/s-inch-thick 
aluminum frame that can be custom painted or 
sealed with a clear, white, or brown finish. Numerous 
window options are available including clear, frosted, 
tinted, mirrored, wire, or laminated glass. Clopay 


Building Products, 800.225.6729; www.clopay.com. 
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Monroe Township, N.J.—based Villeroy & Boch has combined 
ceramic tile and light technology to dramatic effect. Suitable 

for both floors and walls, Light Tiles are embedded with LED 
components. А wear-resistant stainless steel frame holds the lights 
flush to the tile surface. Low in energy consumption and impervious 
to dust and water, the lights should last about 11 years, the company 
says. Choose white, blue, or amber LEDs in square or rectangular 


tiles. Villeroy & Boch, 609.409.6792; www.villeroy-boch.com. 


This isn't your grand- 
mother's toilet—in fact, 
it's barely recognizable as 
one. Kohler, Wis.—based 
Kohler has reduced the 
traditional toilet to its bare 
essentials, a hatbox- 
shaped minimalist unit. 
The tankless product has a 
soft-touch side actuator 
and a 0.2 hp electric pump 
that makes the most of its 
1.6 gallon flush. It's an 
ergonomically correct 17 
inches high — the same as 
the average chair— and 
comes in six colors. 
Kohler, 800.456.4537; 
www.kohler.com. 


—nigel f. maynard 
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Only CertainTeed gives you 
the freedom of choice: 


The four most popular siding materials. 


Cedar Impressions" Siding 
WeatherBoards" FiberCement Siding 
Monogram" Vinyl Siding 
TrueComfort® Insulated Siding 
Choose the siding that’s right for your customer and project. 
You get more colors, more styles, more customizing options and 
more performance from CertainTeed. Exercise your freedom of 


choice. Learn more. Call 800-233-8990 Code 106, or visit 


www.certainteed.com/sc106. 
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CertainleedBl | ( 
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ROOFING • SIDING • WINDOWS * INSULATION • FE 


off the shelf 


stair masters 


budget-friendly prefab and modular stair systems step lively. 


double up 


Individual modular stair units come 
together as a double helix in Linder 
Enterprises’ new engineering process for 
circular stairs. The swirling units can be 
completed with wrought iron, steel, 
wood, or glass railings. Spec the systems 
inside or out based on cladding choices 
of wood, metal, plaster, or polyester 
resin. Linder Enterprises, 507.553.3040; 


www.linderenterprises.com. 
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flexible fix 


Kompact staircase kits 
offer flexible configura- 
tions to solve numerous 
space issues. Risers are 
adjustable, as well as 

the height, depth, and 
rotation. Polished beech 
treads and railings com- 
plement gray powder coat 
or white or black gloss 
enamel-coated steel 
support systems. Three 
balusters per tread with 
double-tread attachment 
produce a strong stable 
railing; matching balcony 
railing kits are also avail- 
able. Arke, 888.782.4758; 
www.arkestairs.com 


metal detector 


Copper and stainless steel, 
selected for their durability 
and visual appeal, are the 
exclusive metals used for 
DSI fabricated stair systems. 
Custom designs are built for 
each residential or commercial 
project and include detailed 
CAD drawings, fabrication, 
shipping, and installation. 
DSI Architectural Products, 
800.951.7727; www.dsi 
architecturalproducts.com. 


continued on page 94 
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off the shelf 


Architect David Weingarten's 
brainstorm is now a patented 
prefab circular stair that's 
about half the cost of custom. 
Using a 3-foot-diameter steel 
pipe as supporting stringer and 
railing makes for easy installa- 
tion. Treads and landings are 
attached to the pipe and then 


excess is carefully cut away 


to fabricate the helix shape. 


Stairways Inc. makes circular, spiral, and straight Ace Architects, 510.452.0775; 
stairs in premium materials such as stainless steel, 
bronze, aluminum, and wood. Custom sizes and 
materials are a specialty and the company offers 
design support to architects and engineers. Stairs 
are manufactured in Houston and shipped in 

parts to the site. Stairways Inc., 800.231.0793; 
www.stairwaysinc.com. 


www.aceland.com. 


tread h 

A double supporting structure in painted or 
stainless steel looks great and holds more 
(400kg per square meter) than most modular 
stairs, says the company. The made-to-measure 
Metropol line mixes metal structure with 
transparent or satin-finish stratified glass 
treads for contemporary applications. Option- 
al wood treads in natural, walnut, mahogany, 
or wenge add a touch of tradition. Rintal, 
877.816.2113; www.modularstairs.com. 


eril 
суу 


—shelley d. hutchins 


94 www.residentialarchitect.com residential architect / june 2005 


\\/һеге 


Which products can | find 
are best for Where can 1 an online 
my designs? find the latest — bookstore 
N design trends? for architects? 
N N \ 
Is the demand ` ү the 
for custom homes ji demand 
up or down? Which 
P \ products are ы neu 
` best for my i» Ap 
E designs? , We im 
Where can | X \ 
Which find an online hat are 
products bookstore the leading \ 
are hep tar for architects? residential — 
my designs? \ architects 
ч. \ doing? \ 
Can't! find product Where can | 


specs faster? 


How will 
this economy 
affect те? ~ 


find the latest M 
design trends? 


Is the demand 
for custom homes ` / 


up or down? 


ч 
\ 
м N 


What does it 

take to win a 

design award? 
\ 


Sk 


Can't | find 
product 
specs faster? 
| 
Where сап ! 


find the latest 
design trends? 


| 


| 


What does it 
take to win a 
design award? 


N / 


Which / 
products / 
are best for 


N my designs? / 


X 
N 


i y 


Where can | 

find the latest 

design trends? 
/ 


What аге the 
leading residential 
architects doing? 


Can 1 still find an 
article | read last fall? 


/ 


/ Where can | find an Is the demand 


How will online bookstore for custom 
this economy for architects? homes up 
affect me? / or down? 
/ / Fi 
/ Is the demand What does 
Can't’ for custom homes (Ке to 
| find up or down? win a design 
product / ,/ award? 
specs / Pá 
faster? What are the 
/ / leading residential 


/ How will this architects doing? 
economy / 
affect те? / 

Where can | find an 
online bookstore 


„Хог architects? 


/ 
/ 
/ 


/ Is the demand 
for custom homes 
up or down? 


"d 


Which products are 
best for my designs? 


/ 


The one answer to all your building questions. 


RESIDENTIAL ARCHITECT Online is all you need to know. It's the fast, easy way to find the latest architectural news, reliable 
product information, and the most valuable industry resources. We help you search for RESIDENTIAL ARCHITECT magazine 
articles on events, products, awards, design, and more. We offer market research and construction reports, an online 
bookstore, and a link to our job leads network. You can even find and compare products at ebuild—the largest online 
building products catalog. RESIDENTIAL ARCHITECT Online already has your answers. Check here first. 


www.residentialarchitect.com 
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Range Hood 
Exhaust 


" | CFM 

(Continental Fan 

29 Manufacturing) 

| AXC fans are per- 
fect for Remote 

g Range hood appli- 

K cations. They are 

B STRONGER (up 

й to 1200 cfm), 

QUIETER (by 

virtue of the 

remote mounting), 

and are available 

in MORE sizes 

(11) for any job. 

All units are infi- 

nitely variable speed controllable and are 

the superior alternative to LOUD, WEAK 

range hood fans. 

www.continentalfan.com 


Continental Fan Manufacturing Inc. 
203 Eggert Rd, Buffalo, NY 14215 
Tel: 1-800-779-4021 

Fax: 1-800-779-4022 
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Bringing back the lost art 
of producing unique turnings 
at a reasonable price. 

* Handrails & Fittings 
• Balusters 

* Newel Posts 

* Porch Posts 

• Columns 

e Fluting 

e Finials 


• Table Legs 


We can match any design you need! 
SEND $5.50 FOR CATALOGUE • FREE ESTIMATES 


Custom Wood Turnings, LLC 


P.O. Box 3159, Slidell, LA 70459 
1.800.975.8876 
WWW: C ustomwoodturnings.co m 
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CHADSWORTH'S 1.800.COLUMNS’ 


www.columns.com 


FREE CATALOG 


800.486.2118 * HISTORIC WILMINGTON * ATLANTA * LONDON 
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Slate & Copper Sales Company # 
For All Your Copper Needs And More 

201-203 German St. • Erie, РА 16507 

Ph. i 7430 * Fax: EE 0800 • www. ыш сот 
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Closets are easy to design, simple to install, and extremely profitabl 
What are you waiting for? We make it easy to join the thousands of 


construction professionals who are offering closets to their customers. _ 


Puta closet like this one into your next job and make some real money in closets. 
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oo FLEX-C PLATE IS Up» 


COMPLIANT 


Curves are feature elements in architecture. Why cut corners? The next time 
you specify curves, turn to the only curve framing product that is covered by ICC. 
See ICC-ES evaluation ER-6003 at www.icc-es.org. For a superior outcome, always 
use Flex-C Plate by Flex-Ability Concepts. 


Visit www.flexc.com or call 405.996.5343 


FLEX-C PLATE 


BY FLEX-ABILITY CONCEPTS 


AEC Daily Free Continuing Education Course at: 
www.aecdaily.com/en/271535 


www.residentialarchitect.com 


Looking for clients 
that want better, 
not bigger homes? 


Let them find you. 


Register for the 


Home Professionals Directory 
www.susanka.com 


and help make their 
homes... 


SO BIG® 
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WALL & CEILING PRODUCTS 
BY OUTWATER 


Architectural Moulding & Millwork 
Decorative Metal & Polymer Ceiling Tiles * Ceiling 
Medallions * Domes * Decorative Wood Beams 
Niches * Wainscoting * Wall Coverings * Decorations 


Accessories... and so much more! 


FREE MASTER CATALOG! 


LOWEST PRICES... WIDEST SELECTION... ALL FROM STOCK! 


ARCHITECTURAL PRODUCTS BY OUTWATER 
غ242 ل‎ -888-772-1400 (Catalog Requests) 
e 1-800-835-4400 (Sales) * Fax 1-800-835-4403 
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New Dimensions in : 
Crown Moldings & Decorative Trims 


These innovative decorative trims add style and elegance 
while eliminating expensive call-backs and coping. Shrink & 


warp proof, rigid vinyl beads are quick & easy to install, and 


REAL ESTATE ART BY 


photORENDERINGS 


your clients will love the upgraded look. 


З 1/2" Crown Molding 
a il 


Double 5/8" Drywall Decorative 
Е Bead Style 661 


lor \ тул A = 
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CALL 800.266.2151 or 
VISIT www.photorenderings.com 
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Decorative Chair Rail 


Ph: 800-874-2333 • Fx: 800-644-0216 * www.trim-tex.com Style 671 
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Sean Aalai at 
202-739-3357 
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2452 Marietta Avenue * Lancaster, PA 17601-1943 
Phone: (877) 234-2301 ° www. pitchfinder net 


Measuring level, plumb; and any angle ingbetween! 


© 2005 Craig L. McAllester, Inc. All rights reserved > a 


Hand wrought, superbly detailed roof tiles have gained VHR 

the reputation of master craftsmen. We offer an exquisite collection 
of architecturally styled roof tiles available in over 1000 color 
formulas, as well as custom orders. From historical 

restoration to commercial real estate, 

our high performance roof systems 

will endure. Beautifully. 


—"n. 
VANDE HEY RALEIGH 


18002368453 | www.vrmtile.com 
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Looking to spec 
cabinets? 


We have more 
than 7,500 to 
choose from. 


pyings 


Now you can find all the product 


information you need instantly. 


Search. Find. Compare. 


You'll find everything from 
product descriptions, diagrams, 
and dimensions to installation 


instructions and supplier locators. 


ide to building products™ 


build 
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ray Q-CAD DRAFTING SERVICES 
\CAD/ Hand-Drafted into CAD 


- 800-700-3305 


www.Q-CAD.com 
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Hanley Wood Salutes the Winners of the 


Jesse 


H. Neal 


Awards 


Hanley Wood's leading 
magazines are based 
on our commitment 
to publish quality content 
that serves the unique 


information needs of construction 


industry professionals 


. We congratulate our award- 


winning editors and all the winners of the prestigious 
Jesse H. Neal Awards. 


BUILDER 
Finalist, Best Single Issue of a 
Magazine, 2004 


Finalist, Best Subject-Related 
Series of Articles, 2004 


Finalist, Best Staff-Written 
Editorial, 2004 


Finalist, Best Subject-Related 
Series of Articles, 2003 


Finalist, Best Single Issue 
of a Magazine, 2003 


Finalist, Best How-To Article 
or Subject-Related Series 
of How-To Articles, 2003 


Winner, Best Subject-Related 
Series of Articles, 2001 


Finalist, Best Single Issue 
of a Magazine, 2001 


Finalist, Best Single Issue 
of a Magazine, 2001 


Finalist, Best Staff-Written 
Editorial, 2000 


Finalist, Best Single Issue 
of a Magazine, 2000 


TOOLS OF THE TRADE 


Winner, Best Department 
or Column, 2003 


Finalist, Best Staff-Written 
Editorial, 2001 
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REMODELING 
Finalist, Best Department 
or Column, 2004 


Winner, Best Department 
or Column, 2000 


Winner, Best Department 
or Column, 1999 


Finalist, Best Feature 
Article, 1999 


CUSTOM HOME 


Winner, Best Department 
or Column, 1999 


residential architect 


finalist | Best Single-Theme 
Issue, 2 


Winner, Best Staff-Written 
Editorial, 2003 
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AQUATICS 
INTERNATIONAL 


Finalist, Best News 
Coverage, 2003 


BUILDER Online 
Finalist, Best Web Site, 
2003 


Һағіеу4\ 


Winner, Best Web Site, 
1999 


www.seiho.com 


Residential 


120 W.Colorado Blvd. Pasadena, CA 91105 


Т: (800) 248-0030 F: (626)395-7290 


W 


vw.seiho.com E: info 9 seiho.com 


Residential MINI Ceiling Diffuser 
4,6,8 


«Adjustable Volume Control 
«Aluminum Construction 
*Contemporary Design 


Model: SX 


Vent Louver 


3'- p" 


Model: SFX 


Vent Louver 


Mode: RCC-S 


Stainless Steel Dryer Vent 


4&6" 


Model: SFZ 


Aluminum Dryer Vent 


4&6 


Model: J R C 


ка ре Supply/Intake Grille 


4'& 6 


Model: J R A 
Plastic Supply/Intake Grille 


Seiho International,Inc. 
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Fashion comes in many forms, 
which is why Hanson Brick 
offers hundreds of colors and 
textures to turn the house you 
design into a home. To learn 
more about our latest line, call 
877-HANSONSG or visit us at 
www.hansonbrick.com. 


The face of brick™ 


What the best-dressed 
homes wear 
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idvertiser page circle phone no. web site/e-mail 
MERI-CAD 16 311 888-596-6525 www. visionrez.com 
ndersen Windows and Doors 32-33 6 — www.andersenwindows.com/designers 
ZEK Trimboards 53 389 877-ASK-AZEK www.azek.com 
enjamin Moore Paints 87 29 866-708-9181 www.benjaminmoore.com 
lco 48 206 203-934-6363 www.bilco.com 
janco 29 367 800-451-5782 www.blancoamerica.com 
abot 22 225 800-US-STAIN x347 www.cabotarchitect.com 
alculated Industries 52 — 800-854-8075 www.calculated.com 
ertainTeed Roofing Сз 281 800-233-8990 www.certainteed.com 
ertainTeed Siding 92 314 800-233-8990, code 106 www.certainteed.com/sc106 
hief Architect 4 227 800-482-4433 www.chiefarchitect.com 
orrect Building Products 84 358 877-DECK877 www.webrokethemold.com 
rane Performance Siding 21 208 800-366-8472 www.cranesiding.com 
rown Heritage 95 76 800-745-5931 www.crownheritage.com 
ustom-Bilt Metals 10 88 800-826-7813 www.custombiltmetals.com 
anze 51 209 — www.danze.com 
elta 38 370 800-345-DELTA www.deltafaucet.com/tradenews 
esigner Doors 16 309 800-241-0525 www.designerdoors.com 
UFFERIN Stone by Oldcastle Architecture Inc. 7 302 800-899-8445 www.dufferinstone.com 
›ийа 70 — Е www.ebuild.com 
eeney 83 272 800-888-2418 www.cablerail.com 
E Monogram 18 274 — www.ge.com 
rohe 88 259 630-582-7711 www.groheamerica.com 
апзоп Brick* 102 37 877-HANSON8 www.hansonbrick.com 
eat-N-Glo 90 261 888-427-3973 www.heatnglo.com 
SLD-WEN Windows and Doors 14-15 301 800-877-9482 x1019 www.jeld-wen.com/1019 
esse H. Neal Awards* 102 a — Е 
nauf Insulation 5 82 800-825-4434 x8212 www.KnaufUSA.com 
ohler 40 a-b — 800-4-KOHLER xQP6 www.kohler.com/watertileinfo 
olbe Windows and Doors 31 277 715-842-5666 www.kolbe-kolbe.com 
aHabra Stucco 68 355 877-LHSTUCCO www.lahabrastucco.com 
lar-Flex 69 364 800-498-1411 www.mar-flex.com 
larvin Windows and Doors 24-25 99 800-236-9690 www.marvin.com 
lasonite International Corporation 8-9 64 800-663-DOOR www.masonite.com 
lonierLifetile 20 289 800-571-TILE x231 www.monierlifetile.com 
AHB Custom Builder Symposium 56 E — www.nahb.org/custom 
anaWall 45 202 888-411-NANA www.nanawall.com 
ostalgic Warehouse 50 30 800-522-7336 www.grandeur-nw.com 
а Corporation C2-1 19 866-829-9051 www.pella.com 
3NROD 47 280 800-537-3497 www.XOextreme.com 
lick 17 275 800-558-5592 www.bringperlickhome.com 
y-Trim 17 356 800-PLY-TRIM or 800-545-4454 www.plytrim.com or www.ply-trimwest.com 
»llmeier 6 24 866-432-0699 www.pollmeier.com 
ашу Edge 54-55 273 888-784-0878 Е 
*invention 2005 41 — 949-417-1235 www.reinventionconf.com 
'sidential Architect Online 96 — = www.residentialarchitect.com 
'sidential Architect Leads 49 — — www.ResidentialArchitectLeads.com 
вериге Forest Products 57 387 800-245-1115 www.rfpco.com 
npson Strong-Tie 12 26 866-860-9013 www.ExposedConnectors.com/Product7 
ftPlan 46 79 800-248-0164 www.softplan.com 
b-Zero 48 a-b — 800-222-7820 www.subzeropro8.com 
.MKO Roofing Products, Inc. 37 232 800-641-4691 www.tamko.com or www.lamarite.com 
adura 80 229 800-TENDURA www.tendura.com 
nberpeg 52 — 800-636-2424 www.timberpeg.com 
nberTech 42 293 800-307-7780 www.timbertech.com 
:mco Barrier Solutions, Inc. 71 213 800-DRY-BSMT www.TUFF-N-DRI.com 
ather Shield Windows and Doors C4 371 800-477-6808 www.weathershield.com/RA 
yerhaeuser / Lyptus 11 350 877-235-6873 www.weyerhaeuser.com/lyptus 
tirlpool Corporation 2-3 = 800-253-3977 
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end quote 


presidential architect 


mount vernon, mount vernon, va., renovated 1757—59 and 1774—87 


george washington 


eorge Washington was a man of many identities — surveyor, 

military leader, Founding Father, and farmer. But he also 

harbored a keen interest in design and construction, which 
he explored with the transformation of Mount Vernon, his family's 
home on the Potomac River. Serving as the project's overall 
architect and builder, he undertook two major renovations that 
included the substantial enlargement of the main house as well as 


the addition of its two most recognizable features, a double-height 
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Courtesy Mount Vernon Ladies Association 


riverfront piazza and a rooftop cupola. Replicated in countless 
subsequent homes and public buildings, the piazza acts as a 
graceful connector between indoors and out. And the weathervane- 
topped cupola's operable windows draw cooling breezes through 
the interior of the house. Mount Vernon has been restored to the 
way it looked in 1799, the year of Washington's death. It's open 
for tours every day of the year; for more information, visit 


www.mountvernon.org.—meghan drueding 
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COME AND GO, 
but a LANDMARK 
ENDURES. 


With the timeless beauty of 
natural wood shake, Landmark TL™ from 
CertainTeed is a standout in any setting. 


Constructed from three laminated layers 

of asphalt roofing material that ranks 

among the industry’s most rugged, 

this is one shingle that will attract the eye and 
repel the elements for years to come. And it has a 
lifetime, limited transferable warranty* to prove it. 


So when you’re ready to make a lifelong 
commitment to quality, call 1-800-233-8990 
or visit www.certainteed.com 


LANDMARK TL 


Celebrating а Century 


Р | of Building America Certairileed Gj 


Quality made certain. Satisfaction guaranteed, 


*See actual warranty for details and limitations. 
Made under U.S. Pat. 4,729,814; 4,775,440 and 
B1 4,869,942. Other pat. pending. 
© 2004 CertainTeed Corporation 


Circle no. 281 


Shown above: Anodized dark bronze aluminum exterior Weather Shield? casement windows. This is one of seven 
anodized colors offered by Weather Shield. Each provides lasting beauty that resists chipping or peeling, even 


under intense exposure to the sun. For complete sizing and ordering information, call 1-800-477-6808 or visit 
weathershield.com/RA 


Want More 


Weather Shield® Premium Windows and Doors 


© 2004 Weather Shield Mfg., Inc. 
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